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Progressive Architecture's Month 


RUDOLPH, PEI, 
FRANZEN RECEIVE 
FORD GRANTS 


NEW YORK, N.Y. Three New 
York architects — Paul Ru- 
dolph, Ulrich Franzen, and 
I. M. Pei— will receive grants 
from the Ford Foundation to 
study specific problems in ur- 
ban design. They plan to stress 
aesthetic and humane consid- 
erations rather than purely 
technical ones in an attempt 
to discover new concepts of 
physical form that will make 
cities more livable and work- 
able than the traditional ones. 

"These projects arise from 
the conviction of these three 
men and many of their col- 
leagues that most urban de- 
sign — by which we mean the 
design of whole neighbor- 
hoods or sectors Of cities — is 
dominated by concepts of 
physical form that no longer 
are relevant to the tastes and 
needs of most city dwellers, 
One example is the widespread 
use of free-standing towers 
separated by often useless 
Open spaces," said W. McNeil 
Lowry, a Ford Foundation 
vice president. 

Franzen Proposes to study 
a main thoroughfare in Har- 
lem — Lenox Avenue — 
Which runs for 35 blocks 
through the community, pro- 
viding a commercial and in- 
stitutional focus. He hopes to 
find ways to tie it more closely 
to the residential areas adjoin- 
ing it. 

Rudolph's research will 
center on Canal Street in 
downtown New York, which 
has long been among the pro- 
Posed routes for a Lower 
Manhattan Expressway. He 
hopes to discover how such 
massive superhighways may 
complement and reinforce the 
quality of adjoining areas 
rather than blighting them. 

AsP/A goes to press, I. M. 
Pei's project is still under dis- 
cussion. 

The studies will be financed 
by grants from the Ford 
Foundation to the American 
Federation of Arts, Inc. 
Franzen and Rudolph's grants 
will total $448,000, a sum that 
will cover research, display — 
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as an exhibit at the Whitney 
Museum and then later 
throughout the nation — and 
publication in book form. The 
projects are expected to take 
two years. 


NEIGHBOR 
FOR SEAGRAM "S 


NEW YORK, N.Y. The Seagram 
Building is a hard act to fol- 
low. With its bronzed mul- 
lions, its broad plaza with 
reflecting pools and fountains, 
its exquisite Proportions, it is 
perhaps the single most beau- 
tiful example of contempo- 
rary architecture in the U.S. 
What do you do if you have 
à commission to build next 
door to it? What Emery Roth 
& Sons, who designed the 44- 
story office building that will 
rise on the full-block site just 
to the south of the Seagram 
Building, have done is set 
their building 110 ft back 
from Park Avenue, aligning 
its front facade (buff precast 
concrete covering the steel 
frame) with that of its dis- 
tinguished neighbor. Broad 
steps will lead up to the plaza 
from Park Avenue, and along 
the 51st Street side, opposite 
St. Bartholomew's Church, 
will be a granite parapet wall 
With benches. 

St. Bartholomew's, one of 
this country's outstanding ex- 
amples of Romanesque archi- 
tecture, although massive in 
its own right, will be to its 44- 
story neighbor like a bulldog 
to a giraffe. With this differ- 
ence in scale in mind the ar- 
chitects have wisely wrapped 
their front Plaza around the 
South side of the Structure 
placing most of the open 
23,000 sq ft on the corner 
Opposite St, Bartholomew's. In 
addition they plan to enhance 
the effect of Openness between 
office building and church by 
enclosing the entire 200-ft 
lobby along 51st Street in 
glass. The effect should be to 
set St. Bartholomew’s in a pro- 
tective pocket of open space, 
which will make it Visible 
from a distance as one moves 
down Park Avenue. Some 
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critics are already saying that 
this openness only removes 
the surprise and variety which 
a cityscape should have. But 
under the circumstances, with 
two such fine, if disparate, ex- 
amples of architecture as Sea- 
gram's and St. Bartholomew's, 
to display them openly can 
hardly be a failing. It is a little 
like the difference between 
putting a beautiful woman on 
a pedestal or hiding her in a 
closet. 

Some critics also argue that 
the office tower's set-back al- 
lows the carefully defined 
Space of the Seagram's plaza 
to leak away. The architects 
have tried to avert this criti- 
cism by placing a low rise 
annex at the northwest corner 
of their tower's base. 

Unfortunately, in its mass- 
ing, the office building does 
not live up to the potential of 
its open ground level spaces, 

It is interesting to note that 
the General Electric Building, 
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built in 1931 and seen in the 
rendering directly behind St. 
Bartholomew's, chose the 
same colored brick ang terra 
cotta facade as the church in 
an effort to blend with rather 
than dominate it. 

In an effort to regain rent- 
able space lost to the plaza, 
the architects are extending 
the structure 414 stories be- 
low grade, about 60 ft. Ac- 
cording to James Ruderman, 
structural engineer, the exca- 
vation, which is now under- 
Way, has already yielded more 
rOCk than any other building 
excavation recalled in New 
York — some 154,000 tons. 
Such below-grade space is 
now in demand in New York 
for computer installations, 
storage, mechanical eguip- 
ment, and parking. 

Although the building is not 
yet out of the ground (open- 
ing is scheduled for late 
1968) all of its 1,575,000 sq 
ft are rented. 
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Spancrete planks 
provide the side 
forms for a 
poured-in-place 
beam in combina- 
tion with precast 
column. Job-cut 
niches in the 
Spancrete provide 
for mechan- 

ical accesses. 
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SPANCRETE 


CONCRETE HOLLOW-CORE PLANK FOR ROOFS AND FLOORS 


GTON, D.C, If built as 


WASHIN ard also found it compatible 
Spancrete planned, the Library of Con- with work produced by AL 
Manufacturer S gress James Madison Memor- bert Speer, Hitler's favorite 

ial Building would be “visual- architect. 

ly unsatisfying and function- In a report which is a 

ally inadequate," according to model of diplomacy, firmness, 
CANADA à committee of architects, The and clarity, the ATA commit- 
Spancrete, Limited committee (Charles M. Nes, | tee agrees "that severe — and 
Toa Guckes Jr, George E. Kassabaum, perhaps contradictory — limi- 


David N. Yerkes, Llewellyn tations have been imposed on 
W. Pitts, Vincent G. Kling, the architects. These require- 
and Harry M. Weese) was ap- ments should be reconsidered. 
Pointed by the AIA as stipu- In the Committee's opinion, 
lated in Public Law 89-260, reconsideration of the re- 
which called for a committee | guirements would be prefer- 
of outstanding architects to able to the construction on 
"present a national viewpoint Capitol Hill of a building 
on the type of building to be which would be visually un- 
constructed," Unfortunately satisfying..." 
and ironically, the same law The committee then took 
also called for a building | the chance to press for some- 
whose design "shall be in thing they have long advo- 
keeping with the prevailing | cated: a permanent architec- 
architecture of the Federal | tural consultant committee to 
buildings on Capitol Hill.” review buildings designed for 
This kind of legislation, rife Capitol Hill, "With the help 
with interior contradictions, is | of such a group," reads the 
what keeps Congressmen Teport, "mistakes which are 
working, but it has produced damaging and costly might be 
a situation, in this case, em- avoided. Certain decisions 
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Spancrete Northeast, Inc. 
P.O. Box 4232 

Rochester, New York 14611 
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Spancrete Northeast, Inc. 
South Bethlehem, New York 12161 
Phone 518 767-2269 


MIDWEST barrassing to all the architects | must be made prior to passage 
Éredueti C involved, both review commit- of legislation which authorizes 
BIO ert, Concrete pavers UO; tee and designers. DeWitt, the construction of a building. 


Poor & Shelton are the archi- | As has been pointed out in 
tects selected by the Architect this report, this legislation 
of the Capitol to design the li- sometimes included require- 
brary annex. And as they have ments which may seriously 
done so often before they have handicap the architects, Such 
designed an expensive ($75 difficulties could be prevented 
million), heavy-handed build- | if a permanent review com. 
ing that will contain slightly mission could study the pro- 
more than 2 million sg ft. A | gram reguirements for any 
spokesman for the Library of project as prerequisite to prep- 
Congress says its style can aration of legislation." 
best be described "as being Specifically, the committee 
designed under the classic objected to the building's 
discipline, yet in keeping with mass: a rectangular building 
the architecture of the mid- about 500 by 400 ft in plan, 
20th-century." it would dominate the area. 
Paul Richard, Writing inthe | It js 70 ft high to the first set- 
Washington Post on Septem- back, 80 ft high at the second, 
ber 3rd, disagreed: “the de- and finally, 100 ft at the me- 
sign of the new building,” he chanical penthouse. It would 
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WEST wrote, “has nothing in com- have no interior courts. To 
Spancrete of California mon with classical architec- conform with space and 
Alhambra cate, Boulevard ture nor with mid-20th-cen- height requirements it must 
Phone 213 289.4286 tury architecture nor with be this massive. Also, the com- 
Capitol Hill older monuments, mittee felt that persons work- 

"It is compatible only with ing in such a building would 

SOUTHWEST Hd ATA en and | be deprived of Dj 
à with other pseudo-classical and perhaps made to feel con- 
P O pa Sand & Rock Company uglies that Architect of the fined by the nine-ft ceilings, 


Capitol J. George Stewart has How seriously the AIA 
been adding to Capitol Hill committee report is being 
for the last ten years," Rich- taken is a matter for brood- 
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ing. When plans for the li- 
brary annex Were officially 
unveiled in late August the 
AIA was never officially told 
of the ceremony. 

As in all cases on Capitol 
Hill, the real power (spelled 
out in PL 89-260) lies with 
three Congressional commit- 
tees: the House Office Build- 
ing Commission, the Senate 
Office Building Commission, 
and the Joint Committee on 
the Library — chaired by 
Senator E. Everett Jordan 
(D., N. C.). This is the group 
that puts up the money; finally 
approves selection of the as- 
sociated architects, and in ef- 
fect, really is the Architect of 
the Capitol (just as a special 
committee composed of the 
Vice President and the majori- 
ty and minority leaders of 
both houses is the real “archi- 
tect" when it comes to rebuild- 
ing the Capitol itself). 

It is this group of law- 
makers, that has now in- 
structed Stewart's office to 
proceed — to request the 


money to complete the li- 
brary design and get things 
ready for construction — Te- 
gardless of the AIA recom- 
mendations. 

In an effort to explain 
Stewart’s actions in this case 
a spokesman for the Architect 
pointed out that PL 89-260 
(1) doesn’t say at what point 
the AIA group should start its 
consultative activities; (2) 
doesn’t give it any specific 
powers in the matter anyway. 

“We went to the coordinat- 
ing committees (of Con- 
gress) for instructions on 
when to begin consultation 
with AIA,” said the Stewart 
spokesman, “and we were told 
by them to consult during the 
planning stages. We have 
done that. We were also told 
by this (coordinating) com- 
mittee — which approved the 
selection of DeWitt, Poor, & 
Shelton — to proceed now to 
request funds for planning. 
There has been no circumven- 
tion of anyone." 

There the matter rests. 


FOUNTAINS TO MASK 
NYC PUBLIC WORKS PLANT ON THE RIVER 


NEW YORK, N.Y. New York 
City, since the ascendency of 
Mayor John Lindsay, has 
been increasing the attractive- 
ness of public works jobs to 
prominent designers. One of 
the most notable apparent 
successes in the mayor's 
campaign for excellence in 
design was attained when, 
early this year, the city was 
able to retain Philip Johnson 
to redesign a $70 million sew- 
age treatment plant for the 
Department of Sanitation. 
The plant is to handle about 
220 million gallons of sewage 
per day that now flow, un- 
treated, into the Hudson and 
Harlem Rivers. 

Site of the plant is located 
below a preferred residential 
neighborhood on 4 sloping 
site that will be extended on 
piles into the Hudson. When 
residents complained about 
the unmitigated ugliness of 
the proposed facility and 
were backed up by the Hud- 
son River Valley Commis- 
sion, city officials agreed that 
the additional cost needed to 
obtain a facility 
able to the public (almost 13 
per cent of the total) was 
money well spent. 

Philip Johnson's answer to 
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more agree- 


the problem of turning a beast 
into a beauty was to cover the 
plants 22 acre roof with 
ornamental pools and foun- 
tains that will spout city wa- 
ter 200 feet into the air. The 
display would be visible from 
the George Washington 
Bridge, north of the site, and 
from the West Side Highway, 
which runs parallel to the 
River near the plant. These 
and the sculptured shapes of 
ventilators and doorways on 
the roof would transform it 
into a visitors’ landmark. 

In midsummer, the plans 
were handed over to the May- 
or for approval, but have as 
yet to emerge from his office. 
Apparently, residents of the 
area from 137th to 145th 
Street are not satisfied with 
ornament. They have com- 
plained to the city that the 
roof area of the new plant 
could be turned to better ac- 
count by creating a recreation 
area or children’s playground 
atop the broad surface. May- 
or Lindsay has promised to 
meet with neighborhood or- 
ganizations in the coming 
weeks so that plans may be 
given final approval as soon 
as possible. At present, com- 
pletion is scheduled for 1972. 


SPECIFIC PLANS 
FOR BOSTON CORE 


BOSTON, MASS. For almost five 
years now Victor Gruen As- 
sociates have been working 
on a plan for Boston's cen- 
tral business district. Their 
plans, announced recently in 
some detail, were arrived at 
in cooperation with the Bos- 
ton Redevelopment Authority 
(BRA) and the Downtown 
Business Committee, a group 
of businessmen who banded 
together when Edward Logue 
came to town from New 
Haven preceded by à legend 
of irascibility, to keep track 
of what he did and to see 
that whatever it was it dove- 
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Downtown Boston 1975, with new 


Entertainment district includes public square surrounded by new theatre, 


apartment tower, hotel. 
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stadium at right. 
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tailed with their interests, 
From this initial purpose the 
committee has evolved into a 
group that can and does help 
implement the plans arranged 
by the planners. 

In all the central business 
district comprises about 200 
acres, and it will be redevel- 
oped at an estimated cost of 
$400 million. This sum repre- 
sents $100 million in urban 
renewal money, supplied two city’s three main department 
thirds by the federal govern- stores are all in this area, and 
ment, one sixth by the state all are planning to put up 
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and one sixth by the city. 
Private investors are expected 
to put $300 million into new 
buildings. 

The Gruen plan intends to 
turn Washington Street, 
which a spokesman calls “the 
only street in Boston that 
runs straight for more than 
two blocks,” into a 10-block 
Pedestrian mall lined with 
shops and outdoor cafes. The 
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Park planned by Old Corner Book 
Store and Old South Meeting 


House. 


new buildings on their pres- 
ent sites. 

The largest planning prob- 
lem according to a Gruen 


spokesman was the area's 
transportation, All transpor- 
tation, of course, is to be 


carefully coordinated with the 
master traffic plan for the city 
worked out by the BRA. 
Four subway lines run be- 
neath the site. The streets are 
à narrow, twisting, maze, sur- 
rounded by a network of su- 
perhighways that dumps 
trucks and cars into it. To 
solve the problem the Gruen 
planners propose adding some 
Dew streets. They also are 
advocating the construction of 
parking structures for 5000 
Cars at one edge of the site, 
near the location of the new 
stadium and the post office. 
Shuttle buses would take 
people from the parking area 
into the core, Also proposed 
is a service tunnel, to run be- 
neath some new buildings 
planned in the ladder blocks 
between Tremont and Wash- 
ington Streets, Trucks servic- 
ing these buildings would 
duck into the tunnel from 
periferal streets easing con- 
Bestion at street level, 

The plan, of course, pro- 

vides for the retention of 
Boston's historic building, al- 
though in one or two cases 
Such as the old Boston State 
house, the old will be domi- 
nated by multistory curtain- 
wall blockbusters. To an ex- 
tent the planners have tried 
to ease the impact of this in- 
road of progress, but as one 
planner points out, “You 
can’t be arty about today’s 
economics.” 
For two years now early 
land acquisition has been go- 
ing on in the area. All that is 
needed now is action. 


DAVID R. w. 
TEVIOTDALE 


David Teviotdale Was Associ- 
ate Editor of Progressive Ar- 
chitecture and responsible for 
the Materials and Methods 
section of the Magazine for 
Only six months, But during 
that time he impressed his 
colleagues with a penetrating 
insight into and broad grasp 
of the technology of construc- 
tion. It was therefore with a 
deep sense of shock and sor- 
Tow that P/A learned of his 
tragic and untimely death on 
September 9 at the age of 38. 

Previously an Associate 
Editor of Engineering-News 
Record, Dave had many 
friends and professional con- 
tacts throughout the archi- 
tectural and engineering pro- 
fessions who will be equally 
distressed at his passing, with 
which a great potential for 
the advancement of informa- 
tion has been lost. 


CALENDAR 


The Second Conference on 
Product Literature- and Ad- 
vertising in the Construction 
Industry will focus attention 
on manufacturers' product se- 
lection catalogs. The meeting, 
sponsored by the Producers 
Council, Inc., will be held at 
the Drake Hotel in Chicago, 
October 23-24. For informa- 
tion on the conference, write 
to Produét Literature Confer- 


ence, Producers’ Council, 
Ine., 1717 Massachusetts 
Ave., NW, Washington, 


D.C. 20036... Miami will be 
the port of departure for three 
Architects’ Grand Treks 
around South America for 
AIA members, families, and 
friends, Departure dates are 
October 24, January 30, and 
March 26. The 21-day trips 
will be managed by Captain 
John E. Smith, Jr., general 
manager of the United States 
Travel Agency. Further infor- 
mation is available from: U.S, 
Travel Agency, Inc., 807 15 
St., N.W., Washington, D.C. 
20005... The AIA Commit- 
tee on Research for Architec- 
ture will meet October 25-26 
in Gatlinburg, Tenn., to dis- 
CUSS System building, use of 
computers, office practice, 
and models. The committee 
Will convene at the Mountain 
View Inn in Gatlinburg . , . 
The 16th Annual Western 
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Mountain Region Conference 
of the AIA will be held 
November 5-8 at the Broad- 
moor Hotel in Colorado 
Springs, Colo. Details of reg- 
istration and program may be 
obtained from: Barbara L. 
Light, Executive Secretary, 
Colorado Chapter AIA, 1426 
Larimer Square, Denver, 


Colo. 80202. 
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NEW TOWER FOR 
BOSTON’S PRU CENTER 


s. A 28-story of- 
fice structure, designed by 
Charles Luckman Associates, 
will soon occupy the southern 
corner of the 33-acre, triangu- 
lar tract in downtown Boston 
known às Prudential Center. 
The site is already occupied 
by Boston's tallest building, 
the Prudential Tower, as well 
as apartment and office towers, 
a major hotel, and the War 
Memorial Auditorium. 

The Luckman office also 
master-planned the entire 
complex and were architects 
for the Tower. 

They have designed the new 
tower to contain more than 
600,000 sq ft of office space 
on floors of approximately 
23,000 sq ft each. A three- 
level garage below a two-acre 
plaza will offer parking space 
for 700 cars. High-speed ele- 
vators will carry passengers 
from the garage to office floors 
above. All truck service will 
occur off-street and under- 
ground. Main entrance will be 
at plaza level. 

Exterior columns will be 
faced with a brick similar in 
color to that used on plazas 
and adjacent buildings. 
Bronze-tinted glass will cover 
large surfaces on all sides of 
the structure, permitting views 
through the center toward the 
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Boston's Prudential Center today. 


Charles River, Copley Square, | 
and the harbor. 

Structural engineers Were 
Edwards & Hjorth; mechani- 
cal and electrical consultants 
were Jaros, Baum & Bolles. | 


At hearings in May, the 
Harrison Town Board finally 
approved a variance for 
Stone's design, before oppo- 
sition could rally sufficient 
support to obtain a referen- 
dum. Later, the town plans 
to redistrict the area to allow 
further commercial construc- 
tion. At the hearings, a repre- 
sentative of Pepsico explained 
that the campus-style massing 
of buildings proposed by the 
Stone office would be well 
screened and surrounded by 
planting to obviate intrusion 
on the present rural setting. 

Seven interconnected three- 
story buildings are to be 
grouped around a central 
open area. The entire com- 
plex will accommodate ap- 
proximately 800 to 1000 em- 
ployees, all of whom will find 
room for parking behind 
existing trees, which bound 
the site. As much as possible 
of the prevailing rural at- 


Construction will begin in 
1968, with completion sched- 
uled for the summer of 1970. 
Estimated cost for the build- 
ing, including underground 
development, is $20 million. 


mosphere will be preserved; 


PEPSICO P 


HARRISON, N.Y. Early this year 
Edward Durell Stone received 
a commission from Pepsico 
International to design inter- 
national executive headquar- 
ters for the company on a site 
in upper Westchester County, 
N.Y. The site is one that has 
been, until recently, occupied 
by the Blind Brook Polo Club, 
in an area of the Harrison 
township known as Purchase. 

Most residents of Purchase, 
an unincorporated residential 
area, are in the upper-middle 
to high-income bracket and 
commute to New York. They 
found the prospect of com- 
mercial invasion by à multi- 


LANS CREATE CONTROVERSY 


additional landscaping will be 
done by Fraioli, Blum & 
Yesselman of New York City. 

When Pepsico abandons its 
present headquarters at 59th 
Street and Park Avenue in 
New York, that building will 
be taken over by the Olivetti- 
Underwood Corporation. The 
59th Street building was de- 
signed by Gorden Bunshaft 
of SOM and completed not 
quite four years ago. 


DIRECTORY LISTS EXPERTS 
IN BEHAVIOR 
AND ENVIRONMENT 


PROVIDENCE, R. 1. A Directory 
of Behavior and Environ- 
mental Design lists more than 
250 persons representing 30 
; different disciplines, from 
ue Anthropology to Zoology. 
million dollar corporation The idea behind the directory 
much to their dislike, and is to make available to archi- 
fought throughout the spring tects and designers the names 
to defeat new zoning laws that and titles of published works 
would change restrictions on of experts in related fields. 
the proposed Pepsico site to The directory was COM- 
a low-density commercial dis- | piled by the Research & De- 
trict. By April, when the town sign Institute to encourage 
of Harrison held hearings on interdisciplinary cooperation. 
proposed zoning alterations, The experts listed are, for the 
residents of Purchase had or- most part, those whose 
ganized to demand a referen- studies have direct relevance 
dum that would give voters for designers. 

a chance to approve separate Copies of the 126 page 
incorporation. Purchase, à booklet are available for 
three-square-mile enclave of $2.00 per copy from the Re- 
old estates, would then be search. & Design Institute, 
able to enact its own zoning P.O. Box 307, Providence, 
regulations. R.I. 02901. 
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“TOTAL ELECTRIC” OFFICE BUILDING AIA ESTABLISHES ANNUAL AWARDS FOR CRITICS 


TO COMPLETE GA 


Gateway Center 
Development Plan 


PITTSBURGH, PA, Architects 
Harrison & Ambramovitz 
have designed a 23-story of- 
fice structure for the Equita- 
ble Life Assurance Society of 
the U.S. that will be princi- 
pally tenanted by the West- 
inghouse Electric Corp. The 
| building will complete devel- 
opment of Gateway Center, 
at the tip of Pittsburgh’s Gold- 
en Triangle, 

The first major commercial 
Structure east of the Mississip- 
Pi to incorporate a mechani- 
cal system totally dependent 
on electricity for all general 
power services, the Westing- 
house Building will need only 
one floor to house mechanical 
installations. for heating and 
cooling. Mechanical engi- 
neers Meyer, Strong & Jones 
of New York used computer 
models and Systems analysis 
to determine the most eco- 
nomical and efficient design 
for lighting, transportation, 
and environmental systems, 
Lighting intensity will range 
from 150 ft-c (in small offi- 
ces) to 225 ft.c (in large, 
Open areas) throughout the 
building. The lighting system 
will be Water-cooled; water 
will absorb, conduct, and store 
eXcess heat for use when 
needed to heat the building. 
Internal building heat along 
with solar heat will be cap- 
tured to provide all necessary 
heat throughout the year at in- 
dividually controlled tempera- 
tures. This system will require 
less ductwork than conven- 
tional heating Systems and de- 
mand fewer horsepower to op- 
erate fans. 
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TEWAY CENTER 


POINT STATE PARK 


The building will rise 350 
ft from a landscaped plaza on 
a site bounded by First Ave- 
nue, Stanwix Street, Pitt Bou- 
levard, and Commonwealth 
Place. It will contain approxi- 
mately 500,000 sg ft of office 
space. Pedestrians will take es- 
calators from the main en- 
trance on Stanwix Street to 
reach plaza level. A bank with 
drive-in service will be lo- 
cated beneath the plaza, and 
below that will be a four-level 
parking garage accommodat- 
ing 400 cars. 

Structural engineers Ed- 
wards & Hjorth have designed 
a steel-frame construction 
with cellular steel floor decks. 
Curtain wall will be of dark 
gray duranodic aluminum and 


double glazing. 
Construction has already 
begun and should be com- 


pleted early in 1969, 


WASHINGTON, D.C. Two awards 
for architectural criticism, a 
Critics Medal and a Critic's 
Citation, will be awarded 
annually by the American In- 
stitute of Architects. As rec- 
ommended by the ATA Com. 
mittee on Aesthetics, the 
Purpose of the awards is to 
"stimulate, broaden, and im- 
prove the quality of architec- 
tural criticism in order to 
increase the public's visual 
perception in environmental 
design." The Critic’s Medal 
Will be awarded for a distin- 
Buished career devoted to 
architectural criticism. The 
Critic's Citation will recognize 
excellence in a single article, 
book, movie, or TV report. 
jury meets early this 


month to select the 1968 
winners. Jurors are Dr. Frank 
Stanton, President of the 
Columbia Broadcasting Sys- 
tem; Edward Pp. Morgan, 
American Broadcasting Cor- 
poration news commentator; 
I. W. Cole, Dean of the Medill 
School of Journalism at 
Northwestern University and 
Director of the Urban Jour- 
nalism Center; Francis P. 
Gassner, chairman of the AIA 
Committee on Aesthetics; 
David Brinkley, NBC news 
commentator; and Philip J. 
Meathe, member of the AIA 
Board of Directors and chair- 
man of the Public Relations 
Committee, Presentation of 
the awards will be at the ATA's 
100th convention next June. 


EE early this | 100th convention next June. 
S ME: 


LEVITTOWN, LONG ISLAND, 
N.Y. Levittown . . . the name 
calls up visions of identical 
box-like frame houses stand- 
ing row upon row upon row 
on à barren landscape. It has 
become Synonymous to some 
with mediocrity and conformi- 
ty, tinged with the same hint 
of opprobrium that one finds 
in the terms “middle-class” or 
"hippie". But those who mock 
have not seen Levittown as it 
is today, twenty years after 
Levitt & Sons built the 17,423 
homes in the midst of Long 
Island potato fields. In 1947 
critics predicted the area 


would be a slum Within a few - 


years. Instead it has today a 
cosiness and charm that the 


LEVITTOWN 


REVISITED 
— 


critics and perhaps even the 
planners could never have 
dreamed possible, They failed 
to consider the pride the early 
residents, mostly World War 
li Veterans, would take in a 
meager $6990 home; more- 
over they underestimated the 
urge for individual expression 
that the development itself 
would foster. Today residents 
have not only maintained 
their homes well, keeping 
them repaired and painted, 
but, as their affluence and 
families have Brown with the 
years, they have added to the 
basic unit in a host of ways. 
They have added garages and 
car ports, bedrooms with 
dormers, bay windows, brick, 
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shingle, and clapboard siding, 
patios, back porches, front 
porches, breezeways. While 
gaining this modicum of ma- 
ture individuality they have 
kept the same lot size, the 
same roof height, and in most 
cases the same basic house 
shape — enough to give the 
community a family resem- 
blance that lends to its feel- 
ing of harmony. But mostly 
there are trees and plantings. 
Early Levittown residents can 
recall “old man Levitt” com- 
ing around in à pick-up truck 
planting trees on front lawns. 
“We spent a pile of money on 
landscaping; trees and shrubs 
always help stabilize homes," 
William J. Levitt can recall 
his father saying. These trees, 
some now forty feet high, give 
the development an air of 
summer lushness and peace 
that colors one's initial im- 
pression. Today Levittown has 
about 65,000 residents, and 
those basic houses that sold 
for $6990 in 1947 now bring 
from $12,000 to $15,000. 
Those with improvements and 


ské 
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additions are said to bring up 
to $35,000. Although an esti- 
mated 17 per cent a year 
move from Levittown to 
more affluent surroundings, 
many seem content to remain 
and improve their property. 
The community generates a 
civic pride that led one home- 
owner to put a badly lettered 
hand-made sign on his lawn 
offering $150 for information 
leading to the apprehension of 
the person who stole his front 
fence. 

Levitt « Sons has profited 
over the years to such a 
degree that last year it 


$74,462,000. In July the com- 
pany was absorbed by the In- 


" 


"e 


cleared $3,254,000 on sales of 


i ires 
ternational Telephone & Tele- 
graph Company. Levitt is now 
offering homes that sell for as 
much as $44,000 and he talks 
of total communities, includ- 
ing industry, shops, churches, 
schools, apartments and 
homes for as many as 50,000 
persons. Levitt calls his pro- 
posed new communities “pri- 
mary employment towns" and 
sees the cost of one at about 
$600 to $700 million. He 
plans to announce the first 
midwest site this year. 


NEW YORK, N.Y. Jurors for 
PROGRESSIVE ARCHITECTURE'S 
fifteenth annual design 
awards met in the New York 
editorial offices overlooking 
Park Avenue on September 
18th and 19th. This year's 
jurors were Lawrence B. An- 
derson, Partner, Anderson, 
Beckwith & Haible, Archi- 
tects, and Dean, School of 
Architecture and Planning, 
Massachusetts Institute of 
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Technology, Cambridge, 
Mass.; Gunnar Birkerts, Gun- 
nar Birkerts & Associates, 
Architects, Birmingham, 
Mich.; Richard P. Dober, 
Partner, Dober, Walquist & 
Harris, Inc., Planning and 
Landscape Architecture, 
Cambridge, Mass.; Romaldo 
Giurgola, Partner, Mitchell & 
Giurgola, Architects, Phila- 
delphia and Chairman, Di- 
vision of Architecture, School 


October 196 


OUT OF THE PAST, THE FUTURE 


of Architecture, Columbia 
University, New York, N. Y.; 
and Fazlur Khan, Associate 
Partner, structural engineer- 
ing, Skidmore, Owings, & 
Merrill, Chicago. 

Winners of awards were 
notified confidentially by tele- 
gram. Winning Projects will 
appear in the January 1968 
issue of PROGRESSIVE ARCHI- 
TECTURE, 


ROCKEFELLER CENTER TO ADD 
18TH OFFICE BUILDING 


Photo: Bill Maris 


NEW YORK, N.Y. Rockefeller 
Center, Inc., and the Standard 
Oil Company of New Jersey 
have announced a joint ven- 
ture to build and own a 54- 
Story office building that will 


be the 19th Structure in 


the world’s largest privately 
Owned business complex. Jer- 
sey Standard will occupy ap- 
proximately two-thirds of the 
building’s rentable space, 
which, in all will amount to 
1.8 million sq ft. The com- 


pany plans to move at least 
3000 employees to its new 
headquarters here, including 
those who are now accom- 
modated in the old Esso 
Building on 51st Street. That 
structure is owned by the 
Rockefeller Center Corpora- 
tion and will be rented to new 
tenants. 

The projected building, de- 
signed by Harrison & Abram- 
Ovitz, with Welton Becket & 
Associates acting as consul- 
tants to Standard Oil, will 
require 98,000 sq ft of space 
On the west side of the 
Avenue of the Americas from 
49th to 50th Streets and ex- 
tending more than halfway 
back to Seventh Avenue, The 
area is now Occupied by 
structures of one to five 
stories (with the exception of 
the 16-story Plymouth Hotel) 
containing shops, bars, and 
restaurants. Of 23 restaurants 
now on the block, 14 will be 
displaced to make room for 
the new tower. 

When completed late in 
1969 or early 1970, the tower 
will face the 70-story RCA 
Building across Sixth Avenue 
and Harrison & Abramovitz's 
Time-Life Building on the 
north side of 50th Street. It 
will be hemmed on three sides 
by extensive plazas. Accord- 
ing to preliminary plans, a 
sheer, rectangular tower over 
700 ft high will rise from a 
six-story base on the west end 
of the site. The entire struc- 
ture will be set back 117 ft 
from the avenue to leave room 
for landscaped plazas. 

Structural consultants are 
Edwards & Hjorth; mechani- 
cal, Syska & Hennessy. Wel- 
ton Becket & Associates will 
handle design of the interior 
spaces to be occupied by 
Standard Oil. 
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HAMPTON, VA. The oldest con- 
tinuously inhabited town in 
the United States, Hampton. 
Va., has turned to a Greek 
city planning firm, Doxiadis 
Associates, Inc., to give it 
back an 18th-Century look. 
Although Hampton dates 
from 1610, when forts were 
built there, three miles up- 
stream from Jamestown, to 
protect the James River chan- 
nel, the look chosen for the 
redevelopment will be an 
I8th-Century one, The city 
will be transformed, one ob- 
Server puts it, into “a modern 
old city." Hampton, whose 
motto is “Out of the Past. 
the Future," plans to spend 
approximately $50 million re- 
newing 119 acres of its his- 
toric downtown section. Dox- 
iadis's plans have been ap- 
proved, and the City has be- 
Bun to acquire property, 
According to Doxiadis's 
multi-volume report, over 70 
per cent of the buildings in 
the 119 acres are either sub- 
standard or severely decayed 
enough to contribute blight- 
ing influences to the area and, 
as such, to be eligible for re- 
moval under federal urban 
renewal law, The Hampton 


project has already gualified 
for a grant of $9.8 million 
from the Renewal Assistance 
Administration of the De- 
partment of Housing and Ur- 
ban Development, The city's 
Share of the renewal is ex- 
pected to be $4.4 million with 
the rest of the $50 million be- 
ing made up by private in- 
vestment. So far, all the banks 
in Hampton have shown a 
lively competitive interest in 
the renewal, and there is little 
doubt that this city of 115,- 
000 will ultimately benefit 
Breatly, although the renewal 
will be drastic, 

In a 20-block downtown 
area, for instance, Only 23 of 
519 buildings there will re- 
main in their present state. 
Twenty-four will be remod- 
eled and the other 472 will be 
removed and replaced by 
brick and stone buildings de- 
signed in an 18th-Century 
colonial style. 

But this will be no show- 
case town in the Williams- 
burg tradition. (Hampton is 
only about a half hour's drive 
from the Williamsburg-James- 
town-Yorktown triangle.) Be- 
hind the 18th-Century fa- 
cades the 20th-Century life 
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of the town will continue. 
Among the downtown re- 
newal projects will be a 300 
unit apartment complex, with 
four-bedroom town houses 
renting for $107 per month. 
Also in the urban renewal 
area will be à privately- 
financed development of 200 
medium to high-income a- 
partments. Although it is ex- 
pected that some of the per- 
sons displaced by the renewal, 
most of whom are Negroes, 
will resettle in the area, the 
city also is providing public 
housing just beyond the 
downtown district. The sec- 
ond development opened 
there recently and 500 more 
units are currently planned. 
New construction slated in 
the downtown area includes 
a five-story City Hall, a com- 
plex of legal offices next to 
the Court House (one of the 


buildings to remain), and two 
new department stores. 

Part of the new old town's 
flavor and 18th-Century char- 
acter will come from 200 an- 
tique gas lamps being brought 
from England. And the main 
street, Queen Street, will be 
repaved with Belgian building 
blocks, which resemble cob- 
blestones. Every 24 ft there 
will be a smooth stone Cross- 
ing, for women in high heels. 

It has taken five years since 
Thomas P. Chisman, presi- 
dent of the Peninsula Broad- 
casting Company, persuaded 
some 70 per cent of the down- 
town property owners to CON 
tribute — $37,500 towards 
financing the Doxiadis study. 
But despite the delay, en- 
thusiasm still runs high in 
Hampton. After all it should 
take at least five years to turn 
back the clock two centuries. 


Photos: Gordon H. Schenk, Jr. 


AN ARENA FOR 


HAMPTON 


HAMPTON, VA. Almost nothing 
is remaining unchanged in 
Hampton, Va., these days. As 


a 119-acre urban renewal 
project gets underway down- 
town (see "From the Past, the 
Future,” p. 57) working draw- 
ings are on the boards for a 
$6.5 million convention center 
— sports arena on à 75-acre 
site along Interstate Highway 
64 just north of town. De- 
signed by A.G. Odell, Jr. & 
Associates of Charlotte, N.C., 
the arena will provide 78,000 
sq ft of exhibition space and 
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will seat from 6750 to 9500 
persons, depending on the 
type of use. 

This summer, work began 
on.the site. Land was moved 
to create a 14-acre lake, which 
can serve as a reflecting pool 
for the arena when seen from 
Highway 64. There will also 
be parking space for 3500 cars 
and a park around the lake. 
In the future, the city may 
add other structures, such as 
a restaurant. 

As shown in preliminary 
plan, the roof will be a bi- 


| 


cycle-wheel-like structure with 
tension cables radiating from 
a central pivot. This, in turn, 
will be supported by the pre- 
cast panels that form the ex- 
terior walls. There will be no 
interior supports. 

Odell expects construction 
to start sometime next year 
following completion of a 
bond issue to raise financing. 
The coliseum will open in 
1969. 


PERSONALITIES 


New York architect Charles 
Edwin Thomsen has been 
named Special Assistant for 
Design Policy in the Renewal 
Assistance Administration of 
the Department of Housing 
and Urban Development. His 
work with HUD will concern 
improvement of design in ur- 
ban renewal programs, reha- 
bilitation, code enforcement, 
central city parks, and urban 
beautification . . - Lev Zetlin, 
principal in the New York 
consulting and designing en- 
gineering firm Lev Zetlin & 
Associates, Was recently ap- 
pointed to the President's 
Advisory Panel of the General 
Services Administration. He 
is the only structural engineer 
serving on the panel, which 
was created to insure high 
architectural standards in all 
public buildings . . . Governor 
Nelson A. Rockefeller of New 
York has announced the ap- 
pointment of George A. Dud- 
ley to membership on the 
State's Pure Waters Authority 
and to the chairmanship of the 
State Council on Architec- 
ture. Dudley is presently dean 
of the School of Architecture 
at the University of Cali- 
fornia's Los Angeles campus. 
As chairman of the council, 
he will coordinate efforts to 
obtain excellence in architec- 
tural design and to provide 
financial aid to local govern- 
ments for rehabilitation and 
preservation . . - Newly ap- 
pointed Director of the Urban 
Policy Center at Urban Amer- 
ica, Inc. is Allan R. Talbot of 
New Haven. The center was 
formed to develop proposals 
for dealing with crucial issues 
of urban design and planning 
through interdisciplinary re- 
search . . . James Merrick 
Smith was recently re-elected 
president of the American In- 
stitute of Interior Designers. 
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WASHINGTON, D.C. At a dedi- 
cation ceremony and luncheon 
on October 2, Postmaster 
General Lawrence F. O'Brien 
will introduce a new 56 stamp 
whose design commemorates 
urban planning. The stamp 
will be issued during the 
Fiftieth Anniversary Confer- 
ence of the American Insti- 
tute of Planners on “The 
Next Fifty Years, the Future 
of a Democracy.” 

Designed by Francis Fer- 
guson, instructor in the 
School of Architecture, Divi- 
sion of Urban Planning at 
Columbia University, the 
the stamp is dominated by an 
aerial view of a planned city. 
White lettering is set against 
a dark blue background. The 
city area is white, black, and 
light blue. 


UNITED STATES PC 


OBITUARIES 


DeVere Dierks, Jr., president 
of the Southern Pine Associa- 
tion and chairman of its ex- 
ecutive committee, died Au- 
gust 29 as à result of injuries 
sustained in an automobile ac- 
cident. Dierks was also ex- 
ecutive vice-president and di- 
rector of Dierks Forests, Inc. 
and Dierks Paper Company. 
Last May, at the age of 38, he 
became the youngest chair- 
man in the history of the 
Economic Council of the 
Forest Products Industry. 


Clair Ditchy, president of the 
AIA from 1953-55, died Au- 
gust 1 in Royal Oak, Mich. 
He became a Fellow of the 
Institute in 1944 and held the 
post of National Secretary 
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from 1947 to 1953. Ditchy 
maintained a private practice 
in Detroit, specializing in the 
design of hospitals and 
schools, until his death at the 
age of 76. 


Stanley McCandless, profes- 
sor emeritus of lighting at the 
Yale School of Drama, died 
August 4 in West Haven, 
Conn., at the age of 70. Mc- 
Candless received his M. 
Arch. degree from Harvard 
in 1923 and joined the firm 
of McKim, Mead & White 
in 1924. During his 40-year 
association with the Yale 
drama faculty, he influenced 
prominent figures in the field 
of stage lighting, and person- 
ally designed the lighting for 
several Broadway produc- 


tions. In addition, he was 
lighting consultant for the 
United Nations Assembly 


Hall, Radio City, the Nation- 
al Gallery in Washington, the 
TWA Terminal at Kennedy 
International Airport, and a 
number of college and uni- 
versity theaters. 


Lewellyn W. Pitts, senior 
partner in the Houston, Tex., 
firm of Pitts, Mebane, Phelps 
& White, died June 23 after 
a long illness. He was active 
in professional organizations, 
serving as director of the 
Texas Region, chairman of 
the AIA Commission on Pub- 
lic Affairs, and on several In- 
stitute committees. In 1966, 
he was nominated for the 
office of First Vice-President 
of the AIA. He was elected 
to the College of Fellows in 
1958 for design and public 
service. His major works in- 
clude 19 buildings for the 
Coca-Cola Company (one in 
Houston received the AIA's 
First Honor Award in 1951), 
and research and office facili- 
ties for Mobil, Texaco, and 
Gulf Oil corporations. 


Henry H. Saylor died August 
22 at the age of 87. Saylor was 
the first editor of the AIA 
Journal and wrote the insti- 
tute’s chronicle, The AIA’s 
First Hundred Years. 

On completion of his archi- 
tectural studies at MIT, he 
joined the firm of Cope 
Stewardson and Edgar V. 
Seeler in Philadelphia. During 
World War II, he supervised 
construction of Pratt & 
Whitney plants for the office 
of Albert Kahn. 

Saylor was best 


known, 
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however, as an architectural 
journalist. Since 1904, when 
he became editor of The Ar- 
chitectural Review in Boston, 
Saylor directed publication 
and editorial activities of 
numerous journals, and 
founded, edited, and pub- 
lished The Architect's World. 
He wrote or edited 12 books, 
including a Dictionary of Ar- 
chitecture, published in 1952. 

After retiring from the edi- 
torship of the AIA Journal in 
1956, he continued to serve 
the institute as historian and 
unofficial guardian of the 
Octagon and its grounds. In 
1954 the institute recognized 
his services to the profession 
by presenting to him the Ed- 
ward C. Kemper Award. Say- 
lor became a Fellow of the 
institute in 1952. 


BANK FOR THE 
GOLDEN TRIANGLE 


PITTSBURGH, PA. Part of the 
continuing redevelopment of 
the Golden Triangle in Pitts- 
burgh’s CBD is the erection of 
a 30-story headquarters build- 
ing for the Pittsburgh Nation- 
al Bank. Construction will be- 
gin in the spring of 1968, at 
asite on Wood Street between 
Fifth and Oliver Avenues. 
The new structure, designed 
by Welton Becket & Associ- 
ates, will rise on exterior, 
granite-clad columns that will 
visually accentuate the sepa- 
rate element of the elevator 
and service Core, which will 
also be sheathed in granite. 
Horizontal beams will be re- 


cessed in hopes of creating 
constantly changing patterns 
of light and shadow across the 
face of the building and its 
two landscaped plazas, which 
are divided by the exterior 
service core. Glazing will be 
glare-resistant, tinted to com- 
plement the granite of the ex- 
terior. The interior of the 


sq ft of office space, 40% of 
which will be available for 
tenancy by other firms. The 
main banking floor, at ground 
level, will be entirely column- 
free, with a 25’ high, luminous 
ceiling. 

Parking for 100 cars will be 
provided beneath the building. 
Occupancy is scheduled for 


structure will provide 600,000 spring of 1971. 
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LONG BEACH, CALIF. Not often 
can you buy an existing 
hotel, complete with bed- 
sheets, table linen, silverware 
and china, float it into posi- 
tion at the end of an arm of 
landfill, anchor it there, and 
open for business. With its 
purchase last month of the 
Cunard Lines’ aging Queen 
Mary for $3,440,000, the 
City of Long Beach com- 
pleted part of its plans to do 
just that. Although a relative- 
ly small city (population, 
378,000), Long Beach is 
located on San Pedro Bay, 
one of the world's richest oil 
fields, and local law stipu- 
lates that royalties from tide- 
lands oil must be spent on 
maritime matters. It was this 
revenue that enabled Long 


LONG BEACH BUYS A QUEEN 


Beach to outbid New York 
City, which had hoped to 
use the ship as a high school. 
The landfill arm at the end 
of which the Queen will rest 
will have 30 or 40 acres of 
parking and utility buildings 
to provide the ship with elec- 
tricity, air conditioning, and 
so on. Eventually, additional 
hotel, boatel units will be 
added in the area, and the arm 
of land will be linked by 
bridge to the Pacific Terrace 
Convention area. A portion 
of the ship — the present 
crew quarters — will be con- 
verted into a maritime muse- 
um. The Queen's final rest- 
ing place is located about 
halfway between the Marine- 
land of the Pacific and Disney- 
land. 


As the Queen Mary pre- 
pared for its final voyage, from 
England to Long Beach, an 
exhibit of architectural fan- 
tasies hung in New York's 
Museum of Modern Art. It 
consisted of drawings and 
photomontages created by 
three young Austrians, tWO of 
whom, Hans Hollein and Rai- 
mund Abraham, are archi- 
tects. ^They are interested in 
violent transformations and 
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by what might be called archi- 
tectural content,” wrote archi- 
tectural curator Arthur Drex- 
ler in his introduction to the 
exhibit. “Thus most of Hans 
Hollein's ideas involve the en- 
largement of a familiar object, 
like a spark plug or a theodo- 
lite, so that it becomes an 
architectural monument loom- 
ing on the horizon." Shown 
here is Hollein's photomon- 
tage of an aircraft carrier, 
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looming on the landscape like 
a medieval town. 

The thin line between fan- 
tasy and reality was given an 
even more severe jolt last 
month as both Philadelphia 
and New York revealed plans 
to turn the aircraft carrier 


Tarawa into a city school. If 
one of them gets it, there will 
be the huge hulk of an air- 
craft carrier looming OVer 2 
bit of East Coast land. And 
it will no longer be an aircraft 
carrier but a school — a piece 
of architecture. 


MENLO PARK, CALIF. Jurors 
for the Western Home 
Awards Program, sponsored 
biennially by Sunset Maga- 
zine in conjunction with AIA, 
noted a predominance of two 
established design trends 
among this year's entries. The 
first is the use of the pole 
frame, evident in two award- 
winning designs; the second 
is the multiple pavilion plan, 
employed in à complex ar- 
rangement to win an Award 
of Merit in one case. 
Members of the seven-man 
jury for the program were: 
Donn Emmons of San Fran- 
cisco; A. O. Bumgardener, 
Seattle; Fumihiko Maki, 
Tokyo architect currently at 
Harvard University; Kevin 
Roche, Hamden, Connecti- 
cut; Robert Royston, San 
Francisco landscape archi- 
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WESTERN HOME AWARDS ANNOUNCED 
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tect; John Burchard of the 
University of California at 
Berkeley; and Proctor Mell- 
quist, editor of Sunset Maga- 
zine. 

Sixteen winners were 
chosen from entries repre- 
senting work in the Far West 
and Hawaii. Of these the 
following received Honor 
Awards: residence for Rod- 
erick Maroux (1), Mill Valley, 
Calif, by Fisher-Friedman 
Associates of San Francisco; 
architects own residence 
(2, Berkeley, Calif., by F. 
Malcom George; residence 
for Mr. and Mrs. Thomas 
Blackhaller (3), Inverness, 
Calif., by Michael Siegel of 
San Francisco; two residences 
(4, 5) from a tract developed 
by Sunset International in 
Novato, Calif., by Fisher- 
Friedman Associates; and ar- 
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chitect's own residence (6) in 
Boulder, Colo., by Hobart D. 
Wagener. 

Awards of Merit went to: 
Campbell-Michael-Yost, Port- 
land, Ore.; Lee & Roberson, 
San Francisco, Calif; Ian 
Mackinlay & Associates, 
Orinda, Calif.; Marquis & 
Stoller, San Francisco; 
MLTW/Moore Turnbull, 
Berkeley, Calif; and Moore 
& Bush, Denver, Colo. 


SCHOOLS 


Michigan State University 
offers a new degree pro- 
gram in landscape archi- 
tecture. Students who have 
earned their B.S. in the four- 
year course previously offered 
may opt for à fifth year of 
professional training that will 
lead to the degree of Bache- 


lor of Landscape Architecture 
„. Dr. Paul L. Niebanck has 
been appointed assistant pro- 
fessor of city and regional 
planning in the Graduate 
School of Fine Arts at the 
University of Pennsylvania 
... The Graduate School of 
Design at Harvard University 
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These three projects emphasize the scope of Prescon operations. lowing the concrete to be placed hard against the sheet piling. 
Twenty offices offer assistance to architects, engineers and con- Spacing of tendons averaged approximately 36 On center in 
tractors to gain the advantages the Prescon System offers. the middle strip, and 24 on center in the column strip. 

‘ Owner: San Mateo Civic Center Associates, San Mateo, Calif. Architect: DeWolf & 
Eleven precast and post-tensioned prestressed concrete frames Associates, AIA, San Mateo, Calif. Structural Engineer: T. Y. Lin, Kulka, Yang & 
give architectural unity and expression to the new Chapel and Associate, San Francisco, Calif. General Contractor: Stolte, Inc., Oakland, Calif. 


Dining Hall for the Sisters of Notre Dame de Namur in Fairfield, Owners Representative: Alex Groswird, Menlo Park, Calif, 
Conn. Designed by J. G. Phelan and Associates, and Fletcher- = Lo x oU F 


Collins Radio Corporate Headquarters Post-tensioned with Pres- 


Type S grouted tendons were used. ; , con tendons. Twenty columns Support a prestressed concrete 
The frame beams are designed for simple bending under area of 25,000 square feet per floor in the four-story head- 
their own weight and part of the dead roof load. The balance quarters in Richardson, Texas, This remarkable, yet simple 
of dead load, snow and wind forces are resisted by frame ac- structural system yielded an economical and functional building 
tion. The columns Were prestressed to resist wind loads, to with a long span, thin floor system for clean, crisp lines 
absorb the tensile Stresses from frame action and to prevent Large column-free areas enabled flexible office arrangement. 
bending cracks during handling and erection. The compressive Bays are 41'-8" x 37-6”, floors and roof slabs cantilevered 8'-4" 
force resulting from beam end-reaction and bending moment beyond the north and the south column lines, and 12'-6" beyond 
was transferred into the column thru a lead pad, to provide the east and the west column lines to reduce heat load and sun 
uniform stress distribution. : glare. Live load requirement was 100 pounds per square foot 
It is estimated that the methods and construction used greatly Analysis by the Owners Construction Division determined 


reduced costs. Precasting saved $22,500, and prestressing steel t : 
was slightly over $1,000 per frame. Reduction in steel weight that a post-tensioned wafil 
afforded in additional savings in material handling. 


Prestressing the concrete frames eliminated cracks due to and positioning of the Prescon tendons. The waffles were 3-5” 
shrinkage, bending, and handling, resulting in controlled de- square with a 9” wide rib 16” deep, plus a 314" slab. 
flection and a Structure more than twice as rigid as one de- Concrete for each floor and the roof was placed in two days. 
signed by conventional methods. Tensioning began when concrete reached 3000 psi which was 
Contractor: E. & F. Construction Company, Bridgeport, Connecticut. 5 to 6 days later. Forms and Shores were then immediately 
$12,000,000 Mills Square Complex is central stressed with removed. Some reshoring was required while concrete was 
Prescon tendons. Located in San Mateo, Calif., this 3-building placed at the next level, and remained in place until the new 
complex — 9 story office building, 9 Story apartment building Slab was stressed. 
and 4 story hospital plus 3 lower levels of parking for 680 It is estimated that 2 weeks were saved in constructing the 
cars — largest central stressed Project in the United States, used frame, and $25,000 in costs by using a post-tensioned pre- 
central stressing to eliminate pour strips, and speed up con- stressed concrete structural System. 
struction schedules. In the garage area the use of steel expansion Owners: Collins Radio Co. Consulting Engineers: Terry-Rosenlund & Co., Dallas, Tex. 
Joints prevented conventional end stressing, complicated expan- The advantages that oftem cam be gained by post-tensioning 
slon joint construction, and demanded an all too rigid sequence prestressed concrete makes it important that the Prescon System 
of placing concrete. Central Stressing solved these problems. be considered in Your project design. Write for literature, 


The floor system has spans up to 28' in two directions, with PRE, (C 
8" flat slabs pedttenaioned in both directions. Central stressing IHE 4S. CON ORP ORATI ON 


was used where needed to simplify construction or speed up General Offices: Corpus Christi State National Building 
concrete placing. Post-tensioning eliminated slab deflection and Phone: (512) 882-8291, Box 2723, Corpus Christi, Texas 78403 
allowed greater flexibility in placing interior walls, and elimi- © 1967 The Prescon Corporation H67 
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has elected Charles Ward 
Harris professor of landscape 
architecture and Director of 
Landscape Architecture Re- 
search. The school has also 
promoted Peter Louis Horn- 
beck to associate professor of 
landscape architecture . . - Ball 
State University in Muncie. 
Ind., has augmented the staff 
of its new College of Architec- 
ture and Planning with the 
appointment of four new fac- 
ulty members. New assistant 
professors are: Anthony Cos- 
tello, John Maddocks, Marvin 
Rosenman, and Robert Tay- 
lor. 


WASHINGTON/ 
FINANCIAL NEWS 


by E. E. HALMOS, JR. 


CEC plans to advertise ser- 
vices, — Perhaps the most in- 
teresting recent Washington 
development, has nothing to 
do with the Federal Govern- 
ment, but it is of great interest 
to all professionals. 

It is a scheme produced by 
a professional society — the 
Consulting Engineers Council 
— quite frankly to get around 
ethical strictures against ad- 
vertising. 

What CEC has done and 
will do includes: (1). prepare 
a booklet outlining "how to 
deal with consultants;" (2) pre- 
pare carefully edited material 
on each participating firm; (3) 
work out a series of "institu- 
tional’ advertisements, for 
placement in trade journals 
and elsewhere, stressing the 
virtues of dealing with con- 
sultants. 

The “ads” will appear under 
CEC’s banner, mention no 
specific firms, and will in- 
clude an “inquiry coupon,” 
which an interested reader can 
fill out and return to CEC’s 
Washington headquarters. 

On receipt of such a cou- 
pon, which will include space 
to indicate the area in which 
the inquirer has an interest, 
CEC will send along its book- 
let, plus a list of all participat- 
ing firms whose specialties 
cover the inquirer’s needs, 
plus the brief summaries of 
the firms’ staff, capabilities, 
experience and the like. 

Then the inquiry can be 
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followed up by the individual, 
with the firms listed. 

Not all of CEC’s 2000-odd 
member firms are covered by 
the program, which participa- 
ting firms must underwrite. 
But, according to CEC spokes- 
men, “quite a substantial num- 
ber” of the member-consul- 
tants have agreed to join. 

CEC’s reasoning: Codes of 
ethics prohibit advertising, be- 
yond the chaste “professional 
cards” inserted in most major 
trade and business journals; 
and these are often of little 
help to a small-town official 
or small businessman not ac- 
customed to’ doing business 
with consultants. 

But there's nothing in the 
codes to prevent the society 
itself from advertising to ac- 
guaint the public with the 
work its members do, and the 
advantages of using their 
services. And if it should so 
happen that the ads attract 
potential business, there's 
nothing wrong with referring 
it on to the membership. 


Contract relations. — While 
they marked time (in mid- 
September) on their efforts to 
get legislation to change 
Government dealings with 
professionals, architects and 
engineers were vigorously 
pushing Government agencies 
on the whole question of con- 
tract relations. 

In one area, they got no- 
where: The Veterans Ad- 
minstration adamantly refused 
to change its most recent de- 
cision in which it followed 
recommendations of the 
Comptroller General and 
ordered that the 6% A-E fee 
must apply to all services (in- 
cluding feasibility studies, 
transportation, supervision). 
A-E's pointed out that other 
construction agencies haven't 
gone so far, relying on the 
GAO comment that existing 
practices might continue until 
Congress gets around to spell- 
ing out its intent. But VA, 
admitting it "might have 
trouble" in finding A-E's 
under this circumstance, said 
it wouldn't change. 

In two related areas, 
though, the professionals 
seemed to be getting satisfac- 
tory responses: (1) a request 
that Congress specifically ex- 
empt A-E services from a pro- 
vision in the House-passed 
NASA authorization bill, 
which prohibits a "support 
service" contract in excess of 


$100,000, unless a finding is 
first made that cost will be no 
greater than if Government 
employees did the job. Engi- 
neers are afraid this might re- 
quire cost-comparisons in con- 
nection with A-E services. (2) 
A strong protest to à Labor 
Department ruling that the 
Service Contract Act (manda- 
tory minimum wages and 
fringe benefits for "blue col- 
lar" workers) also applies to 
contracts for professional 
services. The Labor Depart- 
ment recently ruled that an 
engineering contract with the 
U.S. Forest Service (for survey 
and design of a road) was 
covered by the act. 


Tidbits. — Meanwhile, às 
Washington began to recover 
from its annual Labor Day re- 
cess, there were numerous 
other developments of con- 
cern to architects: 

m A most significant move by 
the President, who ordered a 
survey of unused Federal 
lands in and near major cities, 
for possible conversion to low- 
income housing sites (first step 
was a plan for creation of a 
"city" for 25,000 persons at 
the site of the soon-to-be 
abandoned National Training 
School for Boys in northeast 
Washington). 

m Increasing architectural in- 
terest in the national highway 
program, highlighted by a crit- 
ical report by the General Ac- 


counting Office, which re- 
ported that Federal-state-city 
squabbles over expressway 


sections within cities threatens 
to hold up completion of the 
41,000-mile Interstate High- 
way system. 

m Introduction of a joint res- 
olution (in the Senate) that 
would authorize the so far ill- 
fated Franklin D. Roosevelt 
Memorial Commission to 
raise funds for construction 
of a monument to the late 
President, even though no de- 
sign of the actual memorial 
has been approved (the com- 
mission has approved a 
Marcel Breuer design, but 
the city’s Fine Arts Commis- 
sion turned it down). 

m Congress had received a 
bill (S. 2076) that would pro- 
vide guarantees of up to 90% 
for hospital modernization 
and improvement. 

m The Commerce Depart- 
ments Environmental Sci- 
ence Services Administration 
issued a second volume, The 
Prince William Sound Earth- 


quake and Aftershocks, priced 
at $5.50 and prepared by the 
Coast and Geodetic Survey on 
structural damage effects of 
the 1964 earthquakes. 


Financial — Despite the pros- 
pects of a record breaking 
Federal deficit, and in the 
teeth of Presidential demands 
for tax increases, Congres- 
sional committees kept grind- 
ing out ever-larger spending 
programs. Example was Sen- 
ate committee approval (over 
Administration protests) of a 
$5 billion anti-poverty-slum- 
clearance-housing bill; only 
token cuts in other construc- 
tion programs, military ex- 
penditures, and the like. For 
the construction industry, of 
course, it means continued 
support. 

m The Federal Aviation 
Agency did its part, by an- 
nouncing a $70,200,000 pro- 
gram of matching grants for 
improvement and rehabilita- 
tion of civil airports. 

m There was no cause for re- 
joicing, but housing seemed 
to be on the upswing as July 
ended. According to the 
Census Bureau, housing starts 
(single family, privately 
owned) were at a seasonally 
adjusted annual rate of 
1,360,000 in July —up 
10.8% over the previous 
month and up substantially 
over July of 1966. 

m On housing, Census ré- 
vised its housing starts figures 
for the years 1963-67, found 
that 1966 was an even Worse 
year than previously figured: 
Actual total starts was set at 
1,196,000, instead of the 
generally accepted 1,200,000 
figure. 

m In general, the construc- 
tion industry was keeping just 
about level with a year ago, 
Census said. In June, annual 
rate was set at $74,900,000 
— up about 1% over a year 
ago. 

m Reflecting in part citizen 
concern over public indebted- 
ness, the Investment Bankers 
Association said that the 
number of state-municipal 
bond issues approved by 
voters in the second quarter 
of the current year Was the 
lowest in 11 years. In the 


quarter, voters okayed only 
55.8% of all proposals sub- 
mitted to them (for a total of 
$1,060,000,000), compared to 
approvals of 84.796 a year ago 
(for a total of $2,700,000,- 
000). 
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places for suspended 
sed indoor swimming 
steam rooms, exterior can- 
and the like. Ceramaguard 
orm in all of them. 
cated ceramic material does 
ons that make conventional 
acoustical materials wilt in a hurry. Even saturated 
with water, a Ceramaguard ceiling retains all of 
its span strength and rigidity. It takes repeated 
scrubbing. Freeze-thaw cycles don't bother it a bit. 


aguard 


So, indoors or out, closed-in or open building, 
Ceramaguard offers you something guite different, 
guite durable. At the same time, you'll be specify- 
i g with excellent acoustical properties, 


good 
ancy. 


So, when you have to put a ceiling in a terrible 
place for a ceiling, Armstrong Ceramaguard makes 
a terribly good choice. For more information, write 
Armstrong, 4210 Watson Street, Lancaster, Pa. 
17604. Or on Readers' Service Card circle No. 300. 


reflective properties, and rated fire retard- 


PRODUCTS 


drain line. Small size (25" x 


C ACOUSTICS D 


Silencing suspended ceilings. 
A resilient hanger for sus- 
pended ceilings uses precom- 
pressed molded glass fiber to 
isolate sound. Construction 
eliminates metal-to-metal con- 
tact between structure and 
suspended members. Accord- 
ing to manufacturer, it will 
provide an additional sound 
transmission loss of 6-10 db 
when used with suspended 
acoustical, gypsum, OF lath 
and plaster ceilings. Load 
range is 20-100 lb per hanger. 
Consolidated Kinetics Corp., 
249 Fornof Lane, Columbus, 
Ohio 43207. 

Circle 100, Readers’ Service Card 


C AIR/TEMPERATURE ) 


Heat from the heights. From 
as high as 45’ overhead, floor 
heat can be supplied by a four- 
grid, gas-fired, infrared heater 
rated at 100,000 Btuh. Manu- 
facturer will supply scale 
drawings, including heater 
placement, piping, and wiring 
diagrams, and estimated op- 
erating cost (at no charge) 
upon receipt of building di- 
mensions, description of ex- 
terior walls, and program Te- 
quirements. Van Dorn Co., 
Infra-Red Division, 2685 E. 
79 St., Cleveland, Ohio 44104. 
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Home humidifier. A power 
humidifier, suitable for homes, 
apartments, and small com- 
mercial establishments, works 
with cold water and needs no 
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17%" x 13”) permits installa- 
tion in restricted areas. Two 
models are available, one pro- 
viding 16 gal per day, the 
other 26 gal; they require only 
a single copper tube connec- 
tion to the nearest cold water 
source, and, of course, a con- 
nection to a 120-v supply. 
Hamilton Humidity, Inc., 
3757 West Touhy Avenue, 
Lincolnwood, Ill. 60645. 

Circle 103, Readers’ Service Card 


Baseboard-convector. A base- 
board heater called “Mini/ 
Line" stands only 6%” high 
and delivers 600 Btuh per ft 
at 180F and 4 GPM. The line 
offers a choice of precut 
lengths up to 10’ and features 
wrap-around plastic expansion 
joints to eliminate noises, and 
an overhanging top to deflect 
heated air into room. Slant/ 
Fin Corp., 100 Forest Drive at 
East Hills, Greenvale, N. Y. 
11548. 

Circle 104, Readers’ Service Card 


Air ceiling. Air-handling capa- 
bility has been added to man- 
ufacturer’s ceiling system. The 
system offers two forms of air 
distribution (plenum supply 
and line source), in addition to 
lighting, acoustic control, and 
fire protection. It provides in- 
conspicuous equipment for a 


troduces air into the room 
through hidden slots in the 
ceiling grid. The slots deflect 
incoming air downward, help- 
ing circulation. Two air-return 
systems are available: one with 
the same equipment as air sup- 
ply system described above, 
the other using 14” slots on 
both sides of the lighting fix- 


plenum. Armstrong Cork Co., 
Lancaster, Penn. 


line-source supply, which in- 


tures opening into a return air 
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( CONSTRUCTION  ) 


Head frame fills the gap. A 4" 
head frame for steel doors per- 
mits installation of T'-high 
doors in masonry walls with- 
out cutting masonry block or 
brick. Frame fills the gap that 
would exist between a conven- 
tional 2" frame and the 
eleventh course of 8" block or 
other modular masonry con- 
struction. Ceco Corp., 5601 
W. 26 St., Chicago, Ill. 60650. 
Circle 106, Readers' Service Card 


Acrylic sealant. Gunnable at 
room temperature *mono," a 
one-part nonstaining sealant 
has exceptional adhesion and 
a life expectancy of 20 years 
or more, claims manufacturer. 
It is said to be suitable for 
either porous or nonporous 
joints and surfaces, and will 
reseal itself should moisture, 
dust or other deterrents inter- 
fere with initial adhesion. It 
meets U.S. Government specs 
TT-S-230 and Canadian Gov- 
ernment specs 19-GP-5. The 
Tremco Manufacturing Co., 
10701 Shaker Blvd., Cleve- 
land, Ohio 44104. 
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Là 


Polyurethane-steel wal sys- 
tems. Insulated wall panels of 
polyurethane sandwiched be- 
tween two facing sheets of 
color-coated steel has a U- 


| factor of .073, says manufac- 


R.. 


turer (comparable in insula- 
tion value to a 14-thick con- 
crete block wall). The panels 
are 2" thick, 42" wide, and are 
available in lengths limited 
only by shipping and handling 
conditions. Soulé Steel Co., 
1750 Army St., P.O. Box 3510 
Rincon Annex, San Francisco, 
Calif. 94119. 
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( ELECTRICAL ^ 
EQUIPMENT / 


Lightweight Flood- 
lights of die-cast aluminum 
for use with 250-w tungsten 
halogen quartz lamps can be 
used either indoors or out. Fix- 
tures feature Alzak reflectors, 
tempered glass lenses, silicone 
gasketing, and baked acrylic 
finish. The two basic designs 
are a bell shape and a sleeker 
bullet shape, available in port- 
able or conduit-mounted 
models. Shalda Lighting Prod- 
ucts Co., Burbank, Calif. 


floods. 
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Sound / communications. A 
versatile, solid-state, profes- 
sional-quality sound and com- 
munications system is de- 
signed for medical and pro- 
fessional offices, restaurants, 
and stores, but is also suitable 
for homes. Can be used for 
selective station calls, or, with 
a microphone, for paging. 
either with or without a back- 
ground music system. The 
sound system can be wall- 
mounted or arranged on à 
desktop, and speakers can be 
built into wall or ceiling, or 
sealed free-standing-units. Sili- 
cone solid state, and all-tran- 
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Stop gambling on the roof 


Pittsburgh Corning, the insulation 
people, make the only insulation 
guaranteed to keep its insulating value 
for 20 years— waterproof FOAMGLAS® 


Although unseen, insulation is the 
most important element in a water- 
proof roof. To provide a solid base 
for built-up roofing, it must have 
high compressive strength. To pre- 
vent wrinkles and splits, it must be 
dimensionally stable. Otherwise, 
your client can face expensive re- 
roofing a few scant years after the 
original job. 

You can protect your client by 


specifying FOAMGLAS®-BOARD, 
the cellular glass insulation. It’s 
strong, stable and waterproof be- 
cause it’s formed of millions of com- 
pletely closed glass cells. In fact, 
only FOAMGLAS insulation carries a 
20-year guarantee that it will not 
absorb moisture but will retain full 
insulating value, compressive 
strength and incombustibility. 

Get the details on FOAMGLAS- 


BOARD. Write Pittsburgh Corning 
Corporation, Dept. PP-107, One 
Gateway Center, Pittsburgh, Penn- 
sylvania 15222. In Western Europe, 
FOAMGLAS® cel- PITTSBURGH 
lular glass insu- ; © 
lation is manufac- 
tured and sold by 
Pittsburgh Corn- 
ing de Belgigue, 
S.A., Brussels. 


CORNING 
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sistorized. Emerson Electric 
Co., 8100 Florissant Ave., St. 
Louis, Mo. 63136. 

Circle 110, Readers' Service Card 


PROTECTORS 
Underwater coating. A low- 
viscosity coating can be ap- 
plied under water. Previously 
available in Europe, “Cital 
Aquacoat" is now manufac- 
tured in the U. S. Applicable 
to underwater, damp, or dry 
surfaces, this two-part epoxy- 
based coating protects steel, 
concrete, natural and artificial 
stone, wood, mineral pitch, 
tar, or asphalt surfaces. Non- 
toxic when properly cured. 
Citrex Corp., 101 West St., 
Hanover, N.J. 


(FURNISHINGS  ) 


Soft contours in snuggly sofas. 
“Contract Group K" by Jules 
Heumann includes chairs and 
sofas with foam-rubber-filled 
cushions and back pillows lin- 
ing the outside shell, which 
stands on a base of steel or 
solid walnut. Metropolitan 
Furniture Corp., 950 Linden 
Ave. South San Francisco, 
Calif. 94080. 


Acton’s I-frame. The I-frame, 
developed by Hugh Acton, 
forms the backbone of a col- 
lection of library furniture. 
These chromed steel base and 
leg structures support the tops 
or components but do not rely 
on them for structural 
strength, thus making the sys- 
tem strong and durable, ac- 
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cording to the manufacturer. 
In the collection are tables, 
study desks, bookcases, and 
tables divided into four sec- 
tions for privacy. Hugh Acton 
Division, Brunswick Corp., 
5140 N. Westmoreland Rd., 
Dallas, Tex. 75247. 

Circle 111, Readers’ Service Card 


Add-a-link furniture. This line 
of furniture is as flexible as a 
link bench and has added vari- 
ations because any combina- 
tion of chairs with backs, 
backless chairs, and table units 
is possible using the same 
basic components. Units are 
ordered according to the ar- 
rangement desired; proper 
joining hardware is supplied 
by manufacturer. J. G. Furni- 
ture Co., Inc., 160 East 56 St., 
New York, N.Y. 
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"Rugged "n Right" This 
dense, level-loop pile carpet- 
ing of continuous filament 
nylon is designed for durabilty 
and resilience in commercial 
applications. Twelve multi 
color combinations include 
“Bayberry,” “Butterscotch,” 
“Teak,” and “Gunmetal.” 
Width: 12’. Olefin primary 
and jute secondary backs. 
World Carpets, Inc., Dalton, 
Ga. 30720. 
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Vinyl goes Pop-Op. Clear or 
opaque vinyl impregnated 
with various colored metallic 
particles can produce different 
glitter effects according to the 


color mixture. Samples in- 
clude a choice of shimmering 
bronze, emerald, deep purple, 
violet, and royale. Uses sug- 
gested by the manufacturer in- 
clude upholstery and decora- 
tive partitions. The vinyl is 
available as a flexible or semi- 
rigid film, and can be fabric- 
backed. American Renolit 
Corp., 79 Madison Ave., New 
York, N.Y. 10016. 

Circle 114, Readers’ Service Card 


Rattan rocker. This swivel 
rocker of genuine Philippine 
rattan comprises a basket-like 
frame, cushioned with an all- 
in-one back and seat pad of 
foam rubber attached to the 
chair by snaps. The frame is 
attached to a rattan coil, which 
in turn is attached to a base in 
such a way that the chair can 
be either rocked or swiveled. 
The rattan frame is available 
in any one of 21 finishes and 
the chair measures 32” in 
height, 31” in width, and 33” 
in diameter. Ficks Reed Co., 
4900 Charlemar Drive, Cin- 
cinnati, Ohio 45227. 
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Electromagnetism comes to 
draperies. The “Electrac" 
drapery traverse system pro- 
vides ease and convenience in 
opening and closing draperies. 


The system eliminates the 
need of cords and pulleys 
since, using 110-v current, an 
electromagnetic “motor” 
opens and closes the draperies 
at the flick of a switch. One 
switch can operate many drap- 
eries at the same time, and, 
placed in a convenient loca- 
tion, it can facilitate operation 


of out-of-the-way draperies. 
Available with rods in a varie- 
ty of styles and finishes; the 
manufacturer says it is within 
reach of the average family 
budget. Kirsch Co., 309 Pros- 
pect, Sturgis, Mich. 49091. 
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Stacked chairs. Available with 
either upholstered or lami- 
nated plastic seats and backs, 
stacking chairs designed by 
architect Mario Brunu are 
protected from one another 
when stacked by plastic but- 
tons under seat frames. Frame 
is welded steel with triple- 
plated mirror-polished chrome 
frame. Scandix Designs, Inc., 
979 Third Ave., New York 
N.Y. 10022. 
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Poofs and diningame tables. 
Occasional dining room pieces 
are featured in a new line of 
furniture by Brown-Saltman 
designers John Keal, Edward 
Frank, William Dorff, and 
Benjamin Dubinsky. A “din- 
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What does Ceco do to help 
you deliver a pristine project? 


Ships your doors In bags. The reason for this is that somehow 


or other door handlers respect poly- 
ethylene. A bag made of it looks as if 
it might tear. So people seem to want 
to treat such a bag with kid gloves, 
Whatever's inside benefits. That's 
why we put your "Colorstyle" Décor 
Doors there. 

We want these doors flawless in 
your building. So we encourage your 
contractor to erect them with the 
bags still on. That gives you beautiful 
doors in mint condition and, once the 
bags are off, adds to your stature with 
the client. 

This is especially true when your 
doors are Colorstyle doors, prefinished 
with baked-on vinyl-type enamels. 
These doors come with a fine em- 
bossed finish that looks and even feels 
like leather. They come smooth, too. 

Colorstyle Doors cost no more than 
primed steel doors painted on the 
job. That's about what wood doors 
cost installed. So they're competitive 
and entirely practical to specify. 

Better look into these doors now, 
Ask for catalogs. Or ask us to bring 
you a sample in a bag. The Ceco 
Corporation, general offices: 5601 
West 26th Street, Chicago, Illinois 
60650. Sales offices and plants in 
principal cities from coast-to-coast. 


Hae 


CECO 


COLORST YLE 
STEEL DOORS 
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ingame" table by John Keal is 
a walnut table with a 48" dia 
parquet top and a pedestal 
base, extendable to 84". The 
upholstered dining chair pic- 
tured is also a John Keal de- 
sign. Edward Frank's expand- 
ing coffee table has a walnut 
veneer top with a black teak- 
finished base and comes with 
padded stool-like poofs that 
can be stored under the table 
as shown. Other tables and 
chairs are also featured in the 
line. Brown-Saltman of Cali- 
fornia, 15000 S. Figueroa, 
Gardena, Calif. 
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Dust-tight light. Fluorescent 
ceiling-mounted lighting fix- 
ture is said to be both mois- 
ture- and dust-tight. Its pris- 
matic wrap-around lens is held 
to housing by straps and 
clamps; a closed-cell neoprene 
gasket cemented to the hous- 
ing provides the seal. Has 
Underwriters Laboratories 
enclosed-and-gasketed label, 
and is approved by the Cana- 
dian Standard Association. 
Unit is intended for areas 
where hosing and spraying 
take place, in wet, cold, or 
dusty outdoor locations, or 
where insects present a prob- 
lem. The 4 two-lamp unit has 
a housing of heavy-gage ex- 
truded aluminum and can be 
furnished with a corrosion- 
resistant coating. Holophane 
Co., Inc., 1120 Avenue of the 
Americas, New York, N.Y. 
10036. 
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Modular lighting. Square and 
rectangular modules make up 
the poles and luminaires of 
this line of lights. Size ranges 
from 28’ height to 3’ height. 
Aluminum extrusions. A vari- 
ety of lamps (incandescent, 
mercury vapor, metalarc, and 


70 Products 


panel fluorescent) and dif- 
fusers (prismatic lenses, and 
flat or dropped plastic) are 
available. Moldcast Manufac- 
turing Co., 164 Delancy St., 
Newark, N.J. 07105. 
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Capsulized mercury vapor 
light. A vaportight mercury 
vapor lighting fixture comes in 
a unitized construction that 
not only keeps out moisture, 
dust, and oil, but can be 
screwed directly into a special 
socket, forming a wireless 
electrical connection. This 
mounting system permits easy 
removal of the unit by hand 
for service. Can be used with 
or without reflectors. The only 
wiring necessary for installa- 
tion is the connection of two 
supply wires to the terminal 
block in the mounting fixture. 
Fixtures are available in watt- 
ages from 75 to 175 for use 
with voltages from 120 to 480. 
Accessories. Appleton Electric 
Co., 1701 Wellington Avenue, 
Chicago, Ill. 60657. 
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(SPECIAL EQUIPMENT ) 


Desk model microfilm 
viewers. Two portable, table- 
top microfilm viewers have a 
cooling system that is said to 
permit extended use without 
overheating. The 15-lb 


*Quadra-Scan" model handles 
all standard aperture cards; 
the 17-Ib *Micro-Tel" (shown 
above) handles standard 100' 
reels of 16 mm microfilm. 
Washington Scientific Indus- 


tries, Inc., 13111 Wayzata 
Blvd., Minnetonka, Minn. 
55343. 
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Paper cutter scores, perfor- 
ates, and cuts angles. Five 
cutter heads will cut paper 
and heavy cardboard in 
lengths from 12" to 45" (de- 
pending on model used) with 
straight or beveled edges. The 
unit will cut out inside slots 
(for matting paintings or 
prints, for example), cut at an 
angle, perforate, and score 
paper products for bending 
and folding. Price for com- 
plete unit, with all five cutter 
heads, ranges from $137 to 
$232. Ralph H. Mort Co., 
2505 S. E. 11 St., Portland 2, 


Ore. 
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Spiral slide rule reads to five 
digits. The “Otis King” cy- 
lindrical slide rule is 6” long 
and 1%” in diameter when 
closed, but features spiraled 
66” scale, said to give six times 
the resolution of an ordinary 
slide rule. It will carry an- 
swers to four or five digits and 
an additional scale gives lo- 
garithms of all numbers. It is 
said to be especially useful for 
calculations involving a con- 
stant multiplier or divisor. 
Manufacturer claims that any- 
one familiar with ordinary 
slide rules can use this one, 
and that for the novice, its 
operation is easier to learn 


than any other. Constructed of 
heavy chrome plated metal. 
$19.85. INFO Inc., 13 Boyd 
St., Newton, Mass. 02158. 
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Open mesh lockers. Steel mesh 
partitions on three sides (four 
sides optional) provide maxi- 
mum ventilation of gymnasi- 
um lockers. Heavy-duty, 
three-point latch. Bottom, 
legs, and bases of galvanized 
steel. Anderson Manufactur- 
ing Co., Inc., 422 Cleveland 
Avenue, Aurora, Ill. 60507. 
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C SURFACING  ) 


Wedding of carpets and tiles, 
Combining advantages of car- 
pets and tiles, Ozite “Town- 
Aire" Carpet Tiles consist of 
12" squares of Vectra olefin 
fiber with a foam-rubber im- 
pregnated back. Low pile, 
nonwoven surface is firm and 
dense. Suitable even for 
heavy traffic areas, 'Town- 
Aire tiles can be installed 
(with adhesive or double-face 
tape) in sections without dis- 
rupting a regular work day, 
and, in the event of damage, 
can be replaced individually. 
Vacuuming is all that is re- 
quired for maintenance; the 
fiber is stain-resistant. 16 mul- 
ticolor tweeds are available. 
Ozite Corp., 7-120 Merchan- 
dise Mart, Chicago, Ill. 
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The Great Atlantic & Pacific Tea Co, Inc., Horseheads, N. Y .; 
| The Rust Engineering Co., Pittsburgh— Designer and Constructor 
] 


Even at high speed, fork trucks 
don't scare the Clark Shock Absorber Door 


That's because they never touch the door itself. 
URETHANE cushioned steel bumper plates soak up 
hundreds of thousands of impact openings. Unique, 
full-length hinges equalize the stress; never tear; 
never wear out. Neoprene seals on all edges keep 
out cold drafts and noise. Door comes in complete, 
easy to install, easy to specify package. FREE 12 
page Catalog shows the door you need. 


BE 


Doorway specialists since 1878 


Dept. P-10 

69 Myrtle Street, 
Cranford, N. J. 
Tel. (201) 272-5100 
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Why Not Design in 


Tw ZERO 


LEAKAGE * 
Peeify 


Cushion-Lock REGLETS 


For Counterflashing and 
Metal Window Frames 


You can be assured of permanently leak- 
proof joints when you specify SUPERIOR 
Cushion-Lock Reglets, so why gamble with 
inadequate or unspecified substitutes that 


SEE : 

SacsUs Galalog may cause serious problems at a later date. 
21g/Su or, Installation is fast and because of the 
WRITE labor-saving advantages, total “in-place” 
for Bulletin CL-3 cost is lower. There’s no on-the-job 
and "On-The- caulking. Shipped ready for application. 
Job" 4-page Five types available—extruded PVC or 
brochure. 


aluminum. 


SUPERIOR Concrete Accessories, inc. 


9301 King St., Franklin Park, Ill. Phone (312) 678-3373 
2100 Williams St., San Leandro, Cal. Phone (415) 352-2830 
New York « Houston « Los Angeles + San Diego « Toronto 
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the elegance of 


COHYDE 


vinyl wall covering 
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costs so little... 
so easy to maintain 
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When specifying interior vertical 
wall surfaces, consider the many j 
advantages of COHYDE. Its life- 
time cost is but a fraction of most 
decorative wall surfacings. It 
requires a very minimum of main- 
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physical properties equal or exceed 
Federal Specifications. 


yr 


Choose from the wide variety of 
textures, patterns and colors styled 
to coordinate with any decor or 
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Coated Fabrics 
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te ACOUSTICS 3 


Quiet ceiling. Brochure de- 
scribes three-layer acoustical 
ceiling panels. Emphasis is 
said to be on permanence, 
sound-absorbing efficiency, 
and economy among other 
qualities. Design and installa- 
tion data are given. Photos of 
five ceiling installation sys- 
tems with design details. 
Drawings. The Soundlock 
Corporation, 2004 Brecken- 
ridge Dr., N.E. Atlanta, Ga. 
30329. 

Circle 200, Readers’ Service Card 


( CONSTRUCTION ) 


THE MODERN WAY TO BUILD RASCOE 

p cw 
Steel paneling at a glance. 
Pamphlet includes color pho- 
tographs of 40 pre-engineered 
steel buildings. Described are 
uses of manufacturer's steel 
wall and roof panels; charts 
detail building widths avail- 
able. Colors and coloring 
process are shown as well as 
special features and acces- 
sories. 16 pages. Pascoe Steel 
Corp., Pomona, Calif. 91766. 
Circle 201, Readers’ Service Card 


Composite catalog contains 
condensed information on 
manufacturer's complete line 
of building products. Spiral 
binder contains brochures on 
insulated metal curtain walls, 
rolling steel doors, steel cellu- 
lar subfloors, and steel decks 
for roofs. Also included are 
floor and ceiling air distribu- 
tion systems integrated into 
the steel subfloors and decks. 
Load tables, engineering data, 
photos, shop drawings, pro- 
files, and specifications. 68 
pages. Available by letterhead 
reguest. The R. C. Mahon Co., 
6565 E. Eight Mile Rd., De- 
troit, Mich. 48234. 
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RHEEM 
FLEXIBLE SPACE 
SYSTEMS 


Flexible Space. A booklet for 
planning use of flexible space 
systems complies with perfor- 
mance specifications estab- 
lished by the School Construc- 
tion Systems Development 
(SCSD). System is designed 
around 5’ x 5’ planning mod- 
ules, which form areas from a 
minimum of 10’ x 10 to a 
maximum of 110’ x 40’. Sys- 
tem includes structure (col- 
umns, floor and roof-framing 
and floor- and roof-decking) 
plus combination ceiling-light- 
ing system; components are 
compatible with available 
HVAC systems and with 
fixed, movable, and operable 
partitions. 12 pages. Rheem 
Flexible Space Systems, 
Rheem/Dudley Buildings, 
Rheem Manufacturing Co., 
14001 S. Garfield Ave., Para- 
mount, Calif. 90723. 


Circle 202, Readers’ Service Card 


Plywood Places. The 1967 
“Where to Buy” directory is- 
sued by the Hardwood Ply- 
wood Manufacturers Associa- 
tion lists 65 members in the 
U.S. and Canada. The direc- 
tory lists, for each mill, its 
location, the wood species 
used, standard panel sizes, and 
the maximum dimensions of 
special-order panels. Also 
listed: specialty items and 


special fabrication capabilities 
of each plant. A list of HPMA 
affiliate members and infor- 


mation regarding a 13%- 
minute film, "Patterns of 
Time — The Hardwood 


Story,” are also included. 20 
pages. Hardwood Plywood 
Manufacturers Association, 
P.O. Box 6246, Arlington, Va. 
22206. 
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“Masonite Hardboard Siding 
Products” covers manufac- 
turers smooth, rough-sawn, 
and pre-finished lap and panel 
siding. Corner, joint, door, 
window, and other details 
illustrate installation of siding, 
which is also shown in photos. 
24 pages. Masonite Corp., 
Masonite Bldg., 29 Wacker 
Dr., Chicago, Ill. 
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Keeping cool the freezer. “Dy- 
foam,” an expanded polysty- 
rene, is used for insulation in 
cooler- and freezer-rooms. 
“Guide to Low Temperature 
Insulation” discusses applica- 
tions, boards, billets, and blan- 
kets. Specifications include 
installation recommendations 
for both coolers and freezers. 
4 pages. Zonolite Division, W. 
R. Grace & Co., 135 S. La- 
Salle St., Chicago, Ill. 60603. 
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Membrane roofing manual. 
“Built Up Roofing” describes 
roofing felts, built-up roof 
walkway and protective 
course, roofing emulsions, 
and roofing cement, as well 
as built-up roofing itself. 
Given also are instructions as 
to the installation of insula- 
tion as well as of roofing on 
steep or low slopes, and roof- 
ing with cold process applica- 
tion. Discussion of materials, 
and specifications for 17 types 
of manufacturer's built-up 


roofing. Flashing details and 
construction details. 20 pages. 
The Philip Carey Manufac- 
turing Co., 320 Wayne Ave., 
Cincinnati, Ohio 45215. 
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Joist hangers and framing 


anchors. Brochure discusses 
19 types of wood fasteners. 
Among those mentioned are 
U-grip joist and beam hang- 
ers, all-purpose framing 
anchors, truss plates, and ac- 
cessory fasteners. Also in the 
manufacturer's line are rein- 
forcing strap devices and a 
marker for the layout of studs, 
joists, rafters, and trusses. 4 
pages. Timber Engineering 
Co., 1619 Massachuetts Ave., 
N.W., Washington, D.C. 
20036. 
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Aluminum of another color. 
Anodic finishes in five colors 
(gold, light amber, amber, 
dark bronze, and black), pro- 
vide excellent uniformity of 
color and color match between 
sheet and extruded aluminum 
products, claims manufactur- 
er. Booklet discusses “Kal- 
color” system, color and alloy 
selection, mechanical and 
chemical preanodic treat- 
ments. Color chips and speci- 
fications included. 12 pages. 
Kaiser Aluminum & Chemical 
Corp., 300 Lakeside Dr., Oak- 
land, Calif. 94604. 
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( DOORS/WINDOWS | 


Designating doors. “Recom- 
mended Standard Door Type 
Nomenclature, SDI-106” lists 
the standard nomenclature 
for steel doors. The pamphlet 
contains sketches of the var- 
ious door types listed with 
standard identification sym- 
bols. 4 pages. The Steel Door 
Institute, 2130 Keith Build- 
ing, Cleveland, Ohio 44115. 
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NEW. ..a handy 
PULLDOWN SHELF 


for restroom booths 


A safe place for purses, gloves, packages, 
hats, coats and briefcases. Sturdily built 
of Zamac. Attractive chrome 
and satin stipple finish. Self- 
clearing. Easily installed with just 2 bolts. A 
plus-factor in any building you design with 
public restroom facilities. Send for free spec- 
ifications, price lists and in- 
stallation instructions. 


The NIK-0-LOK Company Pamaos mi aos 
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MATERIALS FOR 
ARCHITECTURE 


from ABRASIVES to ZIRCONIUM 


AN 
ENCYCLOPEDIC 
GUIDE e 


by CALEB HORNBOSTEL, A.1.A， 
INDISPENSABLE... 
first single source of basic and scientific data on all 
materials used in modern architecture! 
INCLUSIVE... 
COMPONENTS (copper, lead, nickel and zinc) —FAB- 
RICATED BUILDING PRODUCTS (panels, insulation, 
tile and acoustic materials)—PHYSICAL & CHEMICAL 
PROPERTIES (lists, complete analysis of advantages, 
limitations, details of use in buildings) — DESCRIP- 
TION OF PRINCIPLE TYPES OF MATERIALS (uses, 
history, manufacturer, techniques of application) — 
CONSTRUCTION MATERIALS — FINISHING PROC- 
ESSES — ACCESSORY MATERIALS (for installation) 
—PREFERRED MATERIALS (for each building part) — 
plus much more! 
1961. 8% x 10%. 624 double-column pages. 1,046 
tables, charts, diagrams, and photographs. $20.00 


REINHOLD BOOK DIVISION S Dept. M-462 430 Park Ave., N, Y. 22 
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For Wood Paneling 


SA 


Home in Tacoma, Wosh.; Architect: Liddle 8 Jones, Tacoma, Wosh.; 
Cabot's Stain Wax throughout. 


Stains, Waxes, Seals 
in One Operation 


The two interiors depicted here are the accomplish- 
ments of the same architectural team . . . one breath- 
takingly modern; the other warmly rustic. In both 
instances, Cabot's Stain Wax was specified for the 
interior finish, Suitable for all types of wood, Cabot's | 
Stain Wax protects the wood, enhances the grain, | 
combines the pleasing color of a stain finish with 
the soft luster of a wax. 


F I . Toma > D -— "- | 


Cabin on Mt. Rainier, Wash.; Architect: Liddle & Jones, Tacoma, 
Wash.; Cabot's Stain Wax throughout. 

Bring out the best in wood with Cabot's Stain Wax. | 
Easy to apply and economical; available in thirteen 
distinctive colors plus black and natural. 


SAMUEL CABOT INC. 
1028 S. Terminal Trust Bldg. 
Boston, Mass, 02210 


Please send color card on Cabot's Stain Wax. 
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1968 doors. Catalog illus- 
trates wood flush doors and 
panels, moldings, and cores. 
Five prefinishing processes 
are described. Color. 16 
pages. Mohawk Flush Doors, 
Inc., 402 N. Sheridan St., 
South Bend, Ind. 46619. 
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( FURNISHINGS |) 


office accessories 


By eTEKLCASE 


Wardrobes and wastebaskets. 
Brochure describes and illus- 
trates office accessories that 
are among the most difficult 
accessories to choose. Among 
these steel accessories are 
bookcases, letter trays, and 
storage cabinets. Dimensions, 
finishes, and construction de- 
tails are given also. 6 pages. 
Steelcase, Inc., Grand Rapids, 


Mich. 49501. 
Circle 211, Readers’ Service Card 


Stuffed sofas and chairs. Sev- 


eral trim-lined sofas with 
tufted backs and plain or 
tufted seats are suitable for 
public areas. The overstuffed 
model above is available in 
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six sizes with a large selec- 
tion of stock fabrics or top 
grain leather as shown; base 
is walnut; cushions are foam 
rubber and down. Collection 
also includes sofas and chairs 
that do not seem entirely 
suitable for contemporary ar- 
chitectural installations. Pho- 
to-illustrated catalog gives 
dimensions and materials. 16 
pages. Dependable Furniture 
Mfg. Co., 45 Williams Ave., 
San Francisco, Calif. 94124. 
Circle 212, Readers’ Service Card 


Hospital room furniture. Bro- 
chure describes and illustrates 
beds and other patient-room 
furnishings. The seven bed 
models included have different 
combinations of safety and 
convenience features: mech- 
anism for bed contour adjust- 
ment is motorized, and can be 
pre-set or manually operated. 
Mattress-height positions for 
patient's comfort and nurse's 
convenience are patient- or 
nurse-controlled depending on 
bed model. Four lengths of 
safety sides are available. Sur- 
facing is burn-resistant plastic 
laminate in wood-grain 
finishes. Other furnishings in- 
cluded are desks, chests, and 
overbed tables. 8 pages. Borg- 
Warner, 1000 W. 129th St., 
Chicago, III. 60643. 
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Performance characteristics 
of Fiberglas fabrics. Appear- 
ance, sound, heat, light con- 
trol, and maintenance costs 
are outlined in booklet on 
Fiberglas window coverings. 


Weight, color-fastness, fire- 
resistance, and other physical 
characteristics are given for 
several fabrics, and a short 
list of representative suppliers 
of architectural grade mate- 
rials is included. Owens- 
Corning Fiberglas Corp., 717 
Fifth Ave., New York, N.Y. 
10022. 
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“Goof-proof office planning.” 
Plastic furniture-models for 
use in planning office layouts 
are available in a 180-piece 
kit. Included is 14” x 1’ scale 
office furniture — desks, ta- 
bles, etc.— which can be 
arranged on a 16" x 12" grid. 
Shows photos of the models, 
and lists items contained; it 
also lists 65 other furniture 
models and approximately 300 
models of office machines. 
Prices are given by code num- 
bers. “Visual” Industrial Prod- 
ucts, Inc., P.O. Box 113, Oak- 
mont, Pa. 15139. 
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Rug Review. The 1967 edi- 
tion of "Basic Facts about the 
Carpet and Rug Industry" re- 
views industry activity for 
1966. Included is information 
about imports and exports, 
shipments per household, 
ownership by income level, 
raw materials (consumption, 
distribution, wool imports, 
and backing materials), and 
organization of the industry. 
Illustrations of carpet and rug 
constructions are included. 31 
pages. American Carpet In- 
stitute Inc., Empire State 
Bldg., New York, N.Y. 10001. 
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Shelves and Cabinets. The 
“Kopenhavn” system of cabi- 
net and shelving units for 
office or institution use is il- 
lustrated in a four-color bro- 
chure. The system has tubular 


steel supports and can be 
either free-standing or wall at- 
tached. Descriptions and in- 
structions for assembly and 
installation are included. 


Northwest Chair Co., 2201 S. 
Tacoma Way, Tacoma, Wash. 
98411. 
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Portable partitions. Five lines 
of movable office partitions 
are illustrated, and specifica- 
tions for each series are given, 
including dimensions, mate- 
rials, fabrication, and finishes 
in a brochure discussing in- 
stallation procedures as well 
as sound-control properties. ' 
32 pages. Circle Steel Parti- 
tion Co. Inc., 21 Abendroth 
Ave. Port Chester, N.Y. 
10573. 
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Seating calculator. Slide rule 
device quickly calculates: (1) 
number of chairs in a row; 
(2) number of rows in a room; 
and (3) total number of chairs 
for schoolrooms, auditoriums, 
etc. Calculator uses center-to- 
center and back-to-back di- 
mensions of manufacturer's 
fixed and portable public seat- 
ing. Information on floor 
slope and sight-line angles is 
included, along with data on 
manufacturer's chairs. Clarin 
Mfg. Co., 4640 W. Harrison 
St., Chicago, Ill. 60644. 
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Helikon catalog. Black-and- 
white catalog and price list of 
Helikon furniture features 


October 1967 


f MITSUBISHI 


... and 
worth it! 


HI-UNI the ultimate in 
smoothness. Makes a 
sharp point last much 
longer. Insures a perfect 
uniformity in HI-UNI's 
17 grades of hardness. 


To the man who uses 
pencils 8 hours a day, a 
HI-UNI pencil is well 
worth $1. It has a brand 
new lead—far blacker 
than any lead made be- 
fore. The world's finest 
ingredients and slow, 
meticulous firing gives 


The $1 pencil—worth it 
in performance: HI-UNI 


For the man who makes his living with a pencil 


69 vasutomo a co. 


24 CALIFORNIA ST., SAN FRANCISCO, CALIF. 94111 
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LAMICLAD, the new press-molded, fiberglass rein- 


forced plastic surfaced plywood panel provides: 
e an exceptionally smooth concrete surface 
e many more pours than ordinary panels 
e easy stripping 
e virtual elimination of hand rubbing 


These benefits obtained on the new Martin Luther 
High School, Greendale, Wisconsin, prompted the 


following comments: 


Our most successful architectural concrete 
project to date," according to Mr. Lawrence 
Schwinn of Plunkett, Keymar, Reginato Ar- 
chitects & Associates (A.I.A.) Milwaukee, 


Wisconsin. 
"Best finish we ever experienced 


in 


concrete," says the contractor, Becker 


Construction Co., Inc. of Milwaukee. 


This new LAMICLAD panel, offers the same results 


for your next job. 


DESIGN 
WITH GLASS 


Materials In Modern Architecture: Volume I 
By John Peter 

John Peter Associates, New York City 

1965 160 pages $12.00 i 
Design with Glass inaugurates Reinhold's “Materials in Modern 
Architecture" Series. The books in this series are planned specifically 
to demonstrate the design potentials of wood, steel, concrete, glass, 
plastics, and clay products in modern architecture. The aim of each 
volume is to give insight into the materials that lie behind the surface 
design. The series will provide in photographic reproduction the 
imaginative and inspirational uses of materials by the great modern 
masters from all over the world. In Volume One the author surveys 
the historical background as well as modern developments in the use 
of glass. An Introduction by Professor Albert G. H. Dietz of M.I.T., one 
of the nation's most widely-recognized experts in construction mate- 
rials and their specifications, provides an authoritative technical 
briefing on the function of glass in architecture. The book contains 
141 illustrations, including 72 half-tones, 69 architectural drawings. 
Available at your bookstore or write 


REINHOLD BOOK DIVISION 
430 Park Avenue, New York, New York 10022 


30-DAY APPROVAL OFFER 


REINHOLD BOOK DIVISION 
430 Park Avenue, New York, New York 10022 


Please send me the book checked below on 30-days' approval 
(U.S.A. and Canada only) under the following terms: 

O (200-037) Peter: Design With Glass . $12.00 
O Payment enclosed (Reinhold pays regular delivery charges) 
O Bill me (plus delivery charges) 

O Purchase order attached 

O Please send me a copy of your latest catalog 


NAME 


ADDRESS 


CTY STATE ZIP 


Save Money! Enclose full payment with order and Reinhold 
Pays regular delivery charges. Same return privilege guar- 
anteed. Please add sales tax on Ohio, Pennsylvania, and 
New York orders. For your protection, do not send cash. 
Check or money order only. M-463 


On Readers' Service Card, Circle No. 460 


October 1967 


P/A News Report 


75 


The second time you draw these 


(or any other repetitive element) 


you're wasting creative time! 


Use sTANPAT repetitive symbols for any dia- | | I 
gram, spec, detail, title block , . . or any | 
other detail you draw. It’s like adding 

another draftsman to your staff. STANPAT i 


will preprint your own symbol. You'll always 
have it ready for application to your draw- 
ings and tracings on any medium. It will be 
accurate, permanent, reproducible, and... 
most important . , . you will gain creative 
time! 
STANPAT reproduces the drawing you need 
on top-quality tri-acetate sheets, You sim- | 
ply apply the STANPAT to your tracings when- l 
ever you need to, as often as you need to. 
Adherence is instant. Reproductions are 
crisp and clean, even when microfilming. 
There's never ghosting . . . no matter what 
tracing medium you use! 
Send for literature and samples today. 
faithfully serving the engineer and 
architect for a quarter of a century 


STANPAT PRODUCTS INC. 
Covert and Main Street, Dept. Q-10 
Port Washington, N.Y. 11050 
Telephone: 516 883-8400 
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Designed for the new 40W S11 High Intensity Bulb, intermediate 
base, no transformer, Lo-Hi-Off switch in base. Universal swivel, 18" overall. 


NS996 — Black with polished chrome stem. 
NS997 一 White with polished brass stem. $33.00 retail. 


Nessen Lamps Inc. 


Factory and general offices: 3200 Jerome Avenue, Bronx, N.Y. 10468 
New York City Showroom: 155 East 56th Street 
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WHAT STOPS COLD, DIRT, SNOW, ETC. 
YET MOVES MATERIALS, PERSONNEL... NON-STOP 


ea | 
KELLEY "CAMATIC" 
TRAFFIC DOORS... 


Most efficient, rugged, safe 
traffic doors you can own. 


Employee complaints, absentee- 
ism, inefficiency, skyrocketing 
heating costs, etc? Eliminate them 
all by installing Kelley “Camiatic” 
Traffic Doors. Excellent environ- 
mental control plus non-stop ma- 
terial handling. Minimum main- 
tenance. Space age impact panels 
shrug off impacts of heavily load- 
ed material handling equipment. 
Ask your Kelley Representative 
for the complete story on the 
"Camatic'" Traffic Door. Ask to 
see the 5 min. color movie. Call, 
write, or wire: 


6740 NORTH TEUTONIA AVENUE * MILWAUKEE, WISCONSIN 53209 
AREA CODE 414-352-1000 


b SET 
KELLEY COMPANY, INC. inne 
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sofas, chairs, tables, and desks 
designed by Robert Benham 
Becker, Hans Krieks, and A. 
Der Marderosian. Among 
other neat, serviceable de- 
signs, catalog shows Becker's 
"Woven Cube Chair": tan, 
brown, or black leather strips 
woven together over an oiled 
walnut or oak frame with 
leather-covered cushions and 
bolsters. Also by Becker is a 
four-seat bench; polished alu- 
minum base has four legs each 
supporting seats of leather- 
covered foam rubber on ply- 
wood. 64 pages. Helikon, 315 
E. 62 St., N.Y. 10021. 
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C LIGHTING 8, 


Sguares are hip in lighting. 
Two brochures describe 
square lighting units for out- 
doors, indoors, and wet loca- 
tions. Both lines described are 


October 1967 


Pentel 


introduces 
continuous 
push-button 
feed... 


Ima 
Graph pencil 
you never 
sharpen 


Too busy to try a totally new mě- 
chanical pencil? The busier n are 
the more you need this one 
Pentel's new Graph Pencil is the 
first mechanical pencil you can load 
with 12 leads for continuous push- 
button feed. You avoid the bother of 
sharpening every 10 minutes, too, 
because it produces a consistently 
thin line (0.020) . . . surprisingly few 
broken points because the lead's so 
strong. What's more it is shaped so 
it can't roll off a work surface. 
Handsomely boxed, complete with 
clip and 12-pack lead refill. 


$4.00 


Extra 0.020 (0.5MM) leads 
available in HB, H, 2H, 4H — 
50€ per package of 12. 


Pentel. of America, Ltd., 


333 North Michigan Ave., Chicago, Illinois 60601 
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If you think these mirrors 
are just mirrors, 


look at them 
from the other side. 


They're Mirropane* "see-thru" mirrors. In the brighter classroom they act 
as mirrors. In the darker, adjacent mezzanine they act as windows. 

Here, in 15 observation galleries at the State University of New York at 
Brockport, a total of 267 panels of Mirropane visually links galleries 

to 15 classrooms. Each observation area can accommodate 30 college 
students, seated in 2 rows. 

Get all the facts on Mirropane. (It's now available in Parallel-O-Grey* 
Plate Glass to work satisfactorily with only a 2-to-1 ratio in illumination.) 
Phone your L*O*F Glass Distributor listed under “Glass” in the 


Yellow Pages or write: 
LIBERTY 
Ce MIRROR 


A DIVISION OF LIBBEY- OWENS*FORD GLASS COMPANY 
82107 L'O'F Building, Toledo, Ohio 43624 
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in cast aluminum with satin 
or satin black-anodized finish. 
One line features wall- and 
ceiling-mounted fixtures; the 
other features recessed and 
semirecessed square units. 
Brochures include indoor and 
outdoor applications, dimen- 
sions, selection data, suggested 
specifications. Each brochure 
4 pages. McPhilben Lighting, 
270 Long Island Expressway, 
Melville, N.Y. 11746. 
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(SPECIAL EQUIPMENT) 


GRAB 
BARS 


SAFETY 
RAILINGS 


Washroom grab bars. Book- 
let illustrates over 30 lines of 
grab bars and their typical ap- 
plications in ordinary or 
special arrangements, as well 
as 2 lines of heavy-duty safety 
railings with concealed and 
exposed fastenings. Also il- 
lustrated and described are 
concealed anchors for stud- 
wall and solid-wall construc- 
tion, and two types of mount- 
ing accessories. Illustrations. 
Specifications. 8 pages. The 
Bobrick Corp., 868 E. 42 St., 
Brooklyn, N.Y. 11210. 
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Airplane parking. Brochure 
presents manufacturer's steel 
hangars for small planes; also 
included are dimension charts 
of a number of airplanes, from 
a single-engine Piper Chero- 
kee to the Boeing 707's. Over- 
all length, height, and wing 
spans are given. 6 pages. 
Stran-Steel Corp., P.O. Box 
14205, Houston, Tex. 77021. 
Circle 223, Readers’ Service Card 


SURFACING ) 


Formica designs. Two recent 
additions to the Formica re- 
pertoire are "Wexford Irish 
Linen" light, mossy green 
linen pattern with a slick fin- 
ish; and "Green Leather," a 
medium-dark olive with a 
feel somewhat similar to real 
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leather. Sheet sizes up to 5' 
x 12. Formica Corp., 4614 
Spring Grove Ave., Cincin- 
nati, Ohio 45232. 
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Tile talk. Ceramic tile booklet 
includes tile selection chart 
giving physical properties of 
5 types of wall tile, 11 types 
of ceramic mosaics, and 2 
kinds of heavy duty tile. Com- 
plete information is given on 
"Ceramalux" vinyl-grouted 
floor tile in pregrouted sheets. 
Individual types are pictured 
showing colors and finishes. 
Standard available ceramic 
mosaic patterns are illustrated. 
Details and tilework specifica- 
tions. 20 pages. Romany Spar- 
tan, United States Ceramic 
Tile Co., 1375 Raff Rd. S.W., 
Canton, Ohio 44710. 
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A guide to paneling. Pamphlet 
presents plastic-finished wall 
and ceiling paneling, including 
moldings and accessories. Il- 
lustrations and color samples 
abound. Textured, wood- 
grain, marble, “soft-lustre" 
and high gloss are among the 
finishes available. Ceiling 
block and peg-board are also 
shown. Chart lists moldings 
and colors. Specifications and 
accessories are discussed. 8 
pages. Marlite Paneling, P.O. 
Box 250, Dover, Ohio 44622. 
Circle 226, Readers Service Card 
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Please send me complete information on 
„ Webster zoned communications 
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“CLIP THIS COUPON 


It brings you 
expert consulting service on 
“zoned” communications. 


pu Zoning of internal person-to-person conversation, gen- 
communications has become just eral announcements, paging, time 
as important as the zon- and emergency signals, and music 
ing of lighting, heating, distribution. To tailor a communi- 
air conditioning, and cations system even more precise- 
the flow of materials, — ly, you can add such special fea- 
production and people. tures as conference calls, private 
In these days of rapid change conversation, hands-free operation, 
and soaring costs, business, in- remote answering, and many others. 
dustry and institutions require Webster communi- 
fast, efficient communication for cations consult- 
constant control, instant response, ants will give you 
and immediate action. all the help you 
Teletalk* ‘‘zoned” concept pro- want. They are 
vides the most effective way to highly skilled at planning and 
plan an integrated system. installing communications sys- 
From Webster's complete line tems for the smallest office to 
of high quality equipment, you can the largest, most sprawling in- 


select the loudspeaking inter- dustrial or institutional complex. 
com, private automatic dial equip- Take the first step toward this 
ment, or the sound components expert counsel today. Send cou- 
best suited to your clients' needs. pon for the new brochure, “ZONED 


Such a system may provide for COMMUNICATIONS." 


Teletalk — Reg. T.M. of Webster Electric Co., Inc. for communications equipment. 
COMMUNICATIONS DIVISION 


WEBSTER H7] ELECTRIC 


COMPANY, INC. 
E 


RACINE, WISCONSIN 53403 


subsidiary of Sta-Rite Industries, Inc. 
On Readers' Service Card, Circle No. 422 
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Go ahead. 

Design a laundry 

that will wash 

and finish 

2,000 shirts, 

1,000 pants 

and 15,000 sheets per week, 
and will 

double capacity 

in two years. 


All at minimum cost. 


Tough, isn't it. That's why Troy? offers system 
engineering, a special service for architects 
designing laundries for hospitals, motels or hotels. 
You simply call us, and our experts will work with 
you right from the blueprint stage. We'll estimate 
present and future capacity, analyze equipment 
needs, prepare all the specifications. Then we'll 
deliver and install a soundly engineered package that 
fits exactly your client's needs. 

What's more, we'll guarantee a system follow- 
up, and lifetime mechanical service of the equipment. 

Why not write today for more information on 
both Troy equipment and our engineering 
capacity for modernization. Address: Ametek, Inc., 
Troy Laundry Machinery Division, East Moline, 
Illinois 61244. 


AMETEK / Troy Laundry Machinery 
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“UM -TRACK ® 
TER CLIMBER’! 


ALBINA POWERED WINDOW 
WASHING SYSTEMS 


è Illustrated 
ROOF DECK 
PARAPET WALL 
GUARD RAIL 
TRACK SYSTEMS 
and 
FOUR WHEEL ROLL 
AROUND CARRIAGE [ 
FOR CONCRETE SLAB f 


Write for 12-page. $ 
illustrated brochure. ` 
ARA W—54—CC 
AIA-35-J7 

Specifications 


Vibes == 
MA ENGINE & MACHINE WKS. 


Fo] 2100 N. Albina Avenue + Portland, Oregon 97227 


R 
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REPRINTS AVAILABLE 
AUGUST 1967, APRIL 1967 & 
OCTOBER 1966 
Issues of 
PROGRESSIVE ARCHITECTURE 


Reprints of the main editorial sections of these 
outstanding issues of PROGRESSIVE ARCHI- 
TECTURE are available to readers at $1 each. 


August 1967 . . . A 48-page special report which 
examines, in depth, the new problem-solving 
methodology of systems analysis and its implica- 
tions for the practice of architecture. To get your 
copy, circle 470 on the Readers' Service Card at 
the back of this issue. 


April 1967 . . . A comprehensive analysis of Earth 
— forming it, conserving it, terracing it, using it 
creatively to enhance man's environment. To get 
your copy, circle 471 on the Readers' Service Card 
at the back of this issue. 


October 1966 . . . An analysis — in depth — on 
Concrete with comments and critiques by archi- 
tects, designers, engineers and builders. On Read- 
ers' Service Card, circle 472. 


August 1967 reprint — Circle #470 
April 1967 reprint — Circle #471 
October 1966 reprint 一 Circle #472 
To order all three reprints — Circle #473 
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NEXT 
MONTH 
IN P/A 


THREE HOUSES — THREE GENERATIONS. 
Houses by one of architecture's elder statesmen 
(Paul Schweikher), a representative of the “above 
30"-generation (Edward D. Dart), and one of the 
new breed (Yale architectural student Louis 
Mackall), show the changes that can be played on 
a wood house in an open site. Selected details of 
each house will show different approaches to the 
finesse of putting a residence together. 


AN URBAN HIGH SCHOOL — A CALIFORNIA 
COLLEGE. The Richard C. Lee High School in 
New Haven by Kevin Roche, John Dinkeloo & 
Associates is the first showing of the first com- 
pleted building by the heirs of Eero Saarinen & 
Associates. The building does not depend on its 
firm's ancestry for distinction, however; it is an 
important new statement in the design of urban 
schools. Conversely, the design by Joseph 
Esherick for Adlai E. Stevenson College in Santa 
Cruz, California, groups a white-stuccoed, tile- 
roofed campus disereetly, and expertly, onto a 
splendid redwood slope above Monterey Bay and 
the Pacific. 


DESIGN INNOVATION. A taped report from a 
discussion held at the School of Architecture at 
Cambridge University featuring several English 
architects and students, a Norwegian architect, 
and starring the controversial young member of 
the faculty of the School of Environmental Design 
at Berkeley, Christopher Alexander. Some pene- 
trating, and differing, views on new aspects of 
design. 


INSIDES. Another look at the growing Super- 
mannerist use of graphics to extend interiors, 
with a continuing cast of designers (see this 
month's ID). 


AND... A new technique for masking noise dis- 
cussed by Ranger Farrell; some interesting tech- 
nical relationships that turned up in studying the 
requirements for a 12,250-ft-high tower; the 
obligatory reading of P|A News Report; and the 
often-controversial views in P/A Observer. 


WE THINK that you will not want to miss the 
differences in three generations of contemporary 
house design; two top-noteh but completely dif- 
ferent schools by formidable talents; an insider's 
report on future design innovations; or any of the 
rest of November P| A. Twelve times a year, we pro- 
duce equally imaginative, informative, compelling 
issues. Sign up for yours by filling in and sending 
in the subscription card at the end of this issue. 
Do it now and there'll be cause for thanksgiving 
next month, we think. 


BHADLEY 


